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FREE FIIR F O B 
BE CHER FIEnt 


NEWSPAPER MAN NAMED 


indiai*3. 


-14 


« tate L ib ra« * — 
S 
— 
ay ot Newcastle Will 
Become Secretary to Con­ 


gressman Larrabee. 


tees and Make Plans fo r 
the Annual Ev ent. 


ABERCROMBIE WILL 
AGAIN BE PRESIDENT 


Dr. W. H. Larrabee of New P al­ 
estine, congressm an-elect from 
this district, has annou nced his 
Fair Bo ard Selects Co mmit- selection of Newton M. Gou dy of 
Newcastle, as his secretary, when 
he assu mes office on M arch 4 in 
W ashington. 
Mr. Gou dy, who is 25 years old, 
is a reporter on the Newcastle 
Cou rier-Times and before the 
papers were consolidated, he was 
employed on the Times, owned 
by W alter S. Chambers. 
Mr. 
Gou dy is looked u pon as being 
most capable. He is m arried and 
! with his family of two children, 
is preparing to- move to W ash­ 
ington to take u p his new posi­ 
tion. 


LOOK WHAT THEY FOUND IN TEXAS ! 'SIXTH OBJECT 


OF ROTAR! IS 


COMMISSIONERS IN MEET 


Sev eral Chang es Made in De­ 
partment Heads at Sessio n 
Held o n Mo nday . 


Definite action concerning the 
annu al Ru sh cou nty free fair 
was taken at a m eeting of the 
fair board Monday night in the 
cou nty treasu rer’s office. The 
dates of this year% fair were of­ 
ficially set as Au gu st 10, 11, 12, 13 
and 14. 
Several 
im portant 
changes 
were m ade in the rou tine of the 
fair, A h e premiu ms on ponies 
and pony races were changed, 
m aking fou r premiu ms instead 
of three in each class« An addi­ 
tional premiu m was also placed 
on each sheep class, m aking 
three aw ards instead of two. 
The corn awards were abolish­ 
ed, the fair board feeling th a t all 
these wou ld be determ ined at 
the annu al Ru sh cou nty corn 
show. The dog departm ent was 
also elim inated while the au to 
display was removed as a u nit, 
being left in charge of individu al 
au tomobile dealers. 
The members of the board felt 
th a t some premiu ms had to be 
cu t in view of the fact th a t $2,- 
47 3 was paid ou t in premiu ms 
last year. The fair was granted 
$2,000 of the cou nty fu nds, as it 
was last year, bu t aside from 
this, the only m eans of revenu e 
are concessions and donations, 
board members pointed ou t 
Officers for this year’s 
F rank Abercrombie, president; 
W. A. Alexander, vice-president; 
Homer Cole, secretary ; and Jack 
K necht, treasu rer. 
Most of the departm ent heads 
will be the same as last year al­ 
thou gh there were a few changes 
m ade Monday night. Two new 
departm ents were also added. 
Jesse Peters was placed in charge 
of the fair police departm ent 
i while Bu rl Hinchm an was nam ed 
i head of the pony departm ent. 
:Other departm ent su perinten­ 
dents are as follows: 
Grou nds, 
W. 
A 
Alexander; 
township shows, Will E. Logan; 
Mu sic. Roy Mitchell; Lighting, 
H arry Petry; Pu llmeter, Harold 
Beall; 
Finance, Jack K necht; 
Lighting 
concessions 
Howard 
Ewbank; 
Concessions, 
W. 
M. 
Redm an; 
Edu cation, 
Ernest 
Brown; Made in Ru sh Cou nty 
produ cts, Jesse Drake; Beef C at­ 
tle, Ertle Price; Art, Edith Cain; 
Cu linary, 
Mrs. Cliff W inship; 
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MUCH LOOT STOLEN 


DURIN E THE N ICHT 


HT MAN ILLA STORE 


Robbers Enter Silverthorn and 
Hu ngerford Hardware Store, 
Taking Away M er­ 
chandise. 


Jo hn McDaniel o f Arling to n 
Fo und Guilty in Delin­ 
quency Case. 


CLEVENGERS ENTER 
NOT GUILTY PLEAS 


Sev eral Cases Dispo sed o f But 
Many New Suits Filed 
in Co urt. 


NEW SALEM FARMER 
ALSO LOSES CORN 


VETERAN S TO STAG E 


'A 


Large A ttendance Expected To­ 
night by Jackson-Cox Post 
at Headqu arters. 


Two robberies in Ru sh cou nty 
Monday night or early Tu esday 
m orning occu pied the attention of 
Sheriff Compton and depu ty Ed 
Compton Tu esday m orning and 
these officers are condu cting an 
investigation. 
The Silverthorn and Hu nger - 
ford hardw are store in M anilla 
was the heavy loser as nearly a 
dozen 
podket 
knives, 
a 
few 
watches, some .22 caliber cartrid­ 
ges, several cartons of cigarettes, 
fair a re Ia large qu antity of scrap and 
plu g chewing tobacco and m any 
cigars were 
taken from 
th a t 
store. A few finger prints were 
left by the thieves. 
Entrance to the bu ilding was 
gained by tearing off a 
screen 
from the east window on the 
north side of the bu ilding, and 
the robbers were neither seen nor 
heard by M anilla residents, ac­ 
cording to reports. 
The store is located across the 
street from 
the M anilla 
grain 
elevator and the window chosen 
as a m eans of entrance is locat­ 
ed in a seclu ded 
corner. 
The 
store was not badly 
ransacked 
bu t a complete checku p will be 
necessary in order to determ ine 
the fu ll am ou nt of the loss. The 
robbery was not discovered u ntil 
the place was opened for bu si­ 
ness Tu esday morning. 
The store is owned by Ovid Sil- 
verthorne and Donald Hu nger- 
ford. This robbery was the first 
occu rring in M anilla for a long 
time. 
Between sixty and seventy bu ­ 
shels of corn were stolen from 
Virgil Wilson near New Salem, a 
large tru ck evidently being u sed 
to carry away the stolen grain 
The corn was taken from a crib 
which was located far from any 
dwelling. Sheriff Compton, who 
investigated, stated th a t it was 
likely-that the th eft was com­ 
m itted a few hou rs atfer m id­ 
night. 


John McDaniel, 22, of Arling­ 
ton, was fou nd gu ilty of con­ 
tribu ting to delinqu ency of a 
Posey township girl by a ju ­ 
venile cou rt ju ry last night after 
short deliberation. 
The verdict 
called for a fine of $100 and 
costs. Maximu m penalty on the 
charge is a six m onths jail sen­ 
tence and a fine of $500. 
McDaniel went on trial here 
yesterday morning. Prosecu ting 
witness in the case was Norma 
Dearinger, 
18 -year-old 
Posey 
township girl, who is an expect­ 
ant m other. The girl has filed a 
bastardy proceeding against Mc­ 
Daniel in Ju stice of Peace Stech’s 
cou rt. 
The case was given to the ju r­ 
ors shortly before 6 p. m. and 
the verdict was reached abou t 8 
o’clock. 
In his closing argu m ent, Prose­ 
cu tor Albert C. Stevens u rged the 
ju ry 'to sentence McDaniel to 
-stop this bu siness of 22-year- 
old men ru nning arou nd with 
17 -year-old girls.’’ 
Ju dge John Craig of G reens- 
bu rg was in the local cou rt Tu es­ 
day morning, taking action in 
cases in 
which 
he is 
special 
ju dge. One of these was settled 
by agreem ent, ju dgm ent being 
fou nd against Merle Thom as for 
$$0 in favor of Lu ther Caldwell, 
plaintiff in a com plaint for m ali­ 
ciou s trespass. 
Fred 
Clevenger, 
Jr., 
and 
Charles Clevenger were arraigned 
in cou rt Tu esday m orning and 
entered pleas of not gu ilty to 
charges of u nlawfu l sale of in­ 
toxicating liqu or. The two reside 
near this city. 
Ju dgm ent totaling $9 3.8 0 was 
fou nd for the Reeves G rain and 
Fu el company 
against G lenna 
Lee, promissory 
note and 
ac­ 
cou nt, $100. 
Ju dge Craig of Greensbu rg was 
appointed special ju dge in the 
case of Violet D. Solomon, adm in­ 
istratrix of the estate, of George 
D. Solomon, 
deceased, 
against 
Violet Solomon, et alK petition to 
sell real 
estate. 
Ju dge 
Hu gh 
Wickens of Greensbu rg was a p­ 
pointed as special ju dge in the 
case against Thom as Pell and 
Delphon Sweet, charged w ith u n­ 
lawfu l possession of intoxicating 
liqu or. 
The Capitol Lu mber company 
has filed a com plaint in replevin 
for $50 against W ilbu r C. Nowlin, 
et al. 
Ernest Stevens has filed a su it 
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Cou nty Board Convenes Monday 
and Will Also Be in Session 
on Wednesday. 


Rev . H. E. Lo baug h Speaks 
Befo re Club o n Adv ance­ 
ment o f Wo rld Peace. 


CHRISTIAN MISSIONS 
SUPPORT IS NEEDED 


Club Enjo y s Musical Pro g ram 
Giv en by Miss Leach 
and Acco mpanists. 


The pigpen of T. W. 
Tidwell, above, rancher, living near 
Dallas, Tex., has become a showplace following his discovery in 
the grou nd there of the fossil rem ains of a prqhistoris m°nster. 
Dean E. W. Shu ler of the School of Geology, Sou thern M ethod­ 
ist University, has identified the skeleton as th a t of a plesio­ 
sau ru s, which roamed Texas some 2,000,000 years ago. 


POSEY IN STITUEE TO BE HELO FRIDAY; 


IT 


SPARE TEETH, NEXT THING 


b r o ad c as t p r o g r am 
WILL BE A FEATURE 


Thi ngs Goi ng On In 
Rushui l l e Toni ght 


Large attendance is anticipat- 
d by members of Jackson Cox 
ost, Veterans of Foreign Wars, 
for the oyster su pper and pro­ 
ram to be held at the post 
headqu arters tonight. 
All overseas veterans in the 
cou nty have been invited to a t­ 
tend the session. 
The meeting 
7ill be one of 2,000 to be held 
[simu ltaneou sly in 
the United 
States. The veterans will listen 
in on a radio broadcast from 
W ashington, which will inau gu r­ 
ate the 1931 m embership cam ­ 
paign of the V. F. W. 
Raymond 
Benning Jackson- 
Cox post commander, will pre­ 
side a t the program following 
the oyster su pper tonight. 
The 
su pper will be served a t 6 p. m. 
The message to be broadcast 
is believed to be of general in- 
I terest to the pu blic and local 
¡post officers invite radio owners 
1 to tu ne in and receive the pro­ 
gram from W ashington. 


St. M ary’s choir rehearsal a t 
7 :15 p. m. 
Directors of Cham ber of Com­ 
merce 
meeting 
a t 
the 
cou rt 
hou se. 
Legion Au xiliary m eeting 
at 
Legion hall. 
G arden clu b m eeting in assem ­ 
bly of the cou rt hou se. 
Pythian Sisters m eeting a t 7 :30 
p. m. 
Cou nty Red Men m eeting. 
Eagles meeting. 
O riental Lodge m eeting (col­ 
ored) . 
Phi Delta K appa meeting. 
City Cou ncil meeting. 
Talking pictu res a t the P rin­ 
cess theatre. * 
Indoor golf and shu ffleboard 
a t the Princess links. 
Golf a t the Arrowhead Indoor 
links. 


Chicago, 
Feb. 
3— (A .P.— 
Spare teeth m ay be ju st so 
mu ch excess baggage m ost of 
the time, bu t like spare tires 
they are m ighty convenient 
in emergencies, delegates a t­ 
tending 
an 
international 
convention of dentist, were 
told. The speaker was Ernest 
E. Dalton, laboratory expert 
of Chicago. 
* 
-No one depending on falsb 
teeth,” he said, “shou ld con­ 
tem plate a long trip w ithou t 
a spare dentu re in his travel­ 
ing bag.” 


THE WEATHER 
INDIANA — Fair to nig ht and 
Wednesday ex cept so mewhat 
unsettled 
to nig ht 
ex treme 
no rth po rtio n; so mewhat co ld­ 
er 
Wednesday 
central 
and 
no rth po rtio ns. 


I. O. O. F. TO GIVE 
DEGREE WEDNESDAY 
Franklin Lodge No. 35 
I. O. O. 
F., will continu e the work started 
a few weeks ago with the second 
degree Wednesday evening at 
the regu lar m eeting of the lodge. 
The officers in charge anticipate 
a large attendance, du e to the 
interest 
arou sed 
a t 
the 
last 
meeting when the first degree 
was conferred, w ith visitors pres­ 
ent from Arlington, Glenwood 
and Lewisville lodges. 
Light 
refreshm ents 
will 
be 
served after the work, the treat 
being on the members, the de­ 
gree staff having provided the 
eats at the last two sessions. 


The W alker township institu te, 
held Satu rday a t Homer, was well 
attended a t each session and of­ 
ficers for 1932 were elected., in 
both the men and ladies 
divi­ 
sions. 
In the m en’s division D. M. 
C allahan was nam ed chairm an, 
William Webster, vice chairm an, 
Ralph Miller, secretary and Pau l 
Imel, treasu rer; in the ladies di­ 
vision, Mrs. 
Pau l 
Miller 
was 
nam ed 
president, 
Mrs. 
Lorie 
Miller, vice president, Mrs. Oscar 
Miller, secretary and Mrs. Ethel 
Krammes, treasu rer. 
The opening session was held 
Friday night a t the Homer C hris­ 
tian chu rch. 
Featu res 
of 
the 
evening were mu sic by the Hom­ 
er Concert Band sponsored and 
directed by Mrs. Ora lower, cor­ 
net du et by Joenita Bu rd 
and 
Lorene Kram m es; 
address 
on 
commu nity spirit and co-opera­ 
tion by Clarence Henry, cou nty 
agent of M arion cou nty; invoca­ 
tion and benediction by the Rev. 
Oscar Jean of the M anilla M. E. 
chu rch. There was a large 
and 
appreciative au dience. 
The second session was 
held 
Satu rday m orning a t the Homer 
school. The speakers and su bjects 
were Albert 
Ferris, 
“Growing 
and Utilization of SwCet Clover.” 
Mrs. E tta Gu lliams, 
-Stu m bling 
Blocks and Stepping Stones.” At 
noon there was a pitch in dinner. 
In the afternoon Mr. Ferris 
spoke on -The Obligations of Cit­ 
izenship,” 
and Mrs. Gu illiams 
on, “The End of the Rainbow.” 
The attendance for th e forenoon 
session was 102 and in the a fte r­ 
noon 120 were registered. 
There were m any entries in 
the exhibits and close com peti­ 
tion 
m arked 
the 
show. 
The 
awards for thè variou s 
entries 
were annou nced as follows: 
4 H CLUB CLASS 
CORN 
10 
Ears—1st. 
Clarence Em ­ 
holt; 2nd. Estel Callahan; 3rd. 
Hu bert 
Callahan; 
4th. 
Ralph 
Miller; 5th. Carl W eingarth; 6th. 
W allace Wissing. 
Single Ears—1st. Estel Calla­ 
h an; 2nd. Mu ll W ebster; 
3rd. 
Clarence 
Em holt; 
4th. 
Ralph 
Miller. 
OPEN CLASS CORN 


Posey township farm ers insti­ 
tu te will open a t 7 o’clock Friday 
night a t the Arlington school 
bu ilding and will contihu e all 
day Satu rday. 
All entries m u st 
be in place by 10 o’clock S atu r­ 
day morning. 
Mrs. Bessie Zigler and Albert 
Ferris, speakers from 
Pu rdu e 
u niversity will appear on the 
program Satu rday m orning and 
afternoon. The school will fu r­ 
nish the mu sic for Satu rday and 
a basket dinner will be served a t 
noon. Table 
service 
and well 
filled baskets are .requ ested of 
all families attending. 
Rev. C. I. Stephenson of this 
city, will give the address, F ri­ 
day night w ith the Rev. Charles 
Goode 
asking the 
invocation. 
Mu sic will be provided by the 
•Song Birds,” and a reading will 
be given by Misses M axine Lee 
and Delpha Collins 
v Following is the prem iu m list: 
MEN’S DEPARTMENT 
Local Farm ers — 10 Ears Com 
(Any Color) 
1st — Farm Bu reau 
Service 
Station, tankage, $3; 
2d—Pete 
Northam , 125 pou nds fertilizer; 
Jodie Miller, cash, $1 


A definite way to promote the 
sixth object of R otary—advance­ 
m ent of world peace—is to su p­ 
port C hristian missions, in the 
opinion of the Rev. H. E. Lo- 
bau gh, pastor of the First United 
Presbyterian chu rch, who ad ­ 
dressed the local clu b a t the 
weekly lu ncheon Tu esday a t the 
Odd Fellows bu ilding. 
The Rev. Mr. Lobau gh appear­ 
ed for the first tim e before the 
Ru shville clu b since assu m ing 
the 
pastorate 
of 
the 
local 
chu rch, and was intrdou ced by 
E. R. Casady, who arranged for 
the program. 
Mr. Casady also presented Miss 
Frances Leach, local whistler, 
who offered two nu m bers w ith 
accom panim ent on the piano by 
Miss Lau ra Gillm an and on the 
violin by Donald Meyers. 
Miss 
Leach was rewarded w ith hearty 
applau se for each selection. 
Gu ests 
present 
for 
today’s 
m eeting 
inclu ded 
W illiam 
A. 
Yarling of Shelbyville, Dr. Beale 
of Clarksbu rg and Lowell Green, 
Jr. 
W ilford 
M organ 
was intro­ 
du ced as the ju nior R otarian for 
the coming fou r weeks by Pau l 
Carmack. 
Incidentally, Mr. Carm ack re­ 
ceived a warm com plim ent from 
A. G. Haydon, retiring president 
of the Indiana H ardw are Deal­ 
ers association, for the way his 
high .school debating team s per­ 
formed a t the annu al m eeting of 
the state hadrw are m en in In­ 
dianapolis last week. The nega­ 
tive and affirm ative team s gave 
their debate before the associa­ 
tion. Mr. Carm ack also praised 
Mr. Haydon for the treatm ent he 
and the debating team s received 
a t the convention and com m ent- 
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The Ru sh cou nty commission­ 
ers held a m eeting Monday and 
will go in session again W ednes­ 
day afternoon. 
The commissioners Monday in­ 
spected the John A. Nelson drain 
in Jackson township and also 
appointed viewers for the Robert 
O. 
Kennedy 
road 
(Seventh 
street) 
in Ru shville township. 
Bu rney Swain and Bu rl H inch­ 
m an were appointed viewers. 
R epresentatives of 
the 
wo­ 
m en’s federated clu bs of the 
cou nty appeared before the com­ 
missioners and asked th a t a rest 
room be installed in the cou rt 
hou se. 
This m atter wq.s dis­ 
cu ssed and taken u nder advise­ 
m ent. 


O i l W RELIEF 


Co ntributio ns Mo nday Were 
Larg est Sing le Day in 
Present Driv e. 


JUST AN EVEN $10 « 
ADDED TO THE LIST 


Po sto ffice Emplo y ees, Wesley 
M. E. Church and Others 
Help the Fund. 


LEG ION POSTS FI 


DISTRICT DOLO BIG 


MEETIN G LIST N IG HT 


All Seventeen Posts and Au xili­ 
aries Represented a t Con­ 
clave Held in Shelby­ 
ville. 


RUSHVILLE MEMBERS 
AMONG THOSE PRSENT 


Carlo s McKee, 3 8 , Fo und Dead 
Tuesday Mo rning in Ho tel 
Ro o m in Sio ux City . 


Representatives from the sev­ 
enteen American Legion posts 
and th eir Au xiliaries in the sixth 
district attended the joint con­ 
clave held in Shelbyville Monday 
eVening. It is a n u nu su al feat­ 
u re for all th e u nits to be pres­ 
ent. At seven o’clock a banqu et 
was served a t the Strand-A lcazar, 
w hich was followed by a pro­ 
gram . 
Mu sic was fu rnished by the 
accordian band of the sixth dis­ 
trict Au xiliary, which is the only 
one of its kind 
in the United 
States. This band is u nder the 
direction of Pau l Neu sbam of 
Richmond, accordianist of the 
Richm ond Legion 
band. 
Mrs. 
Vau n 
Seybert of 
Indianapolis, 
national radio chairm an, 
who 
was a 
gu est a t 
th e 
banqu et, 
Monday evening, was the 
first 
one to donate to the fu nd being 
raised to take this band to the 
national convention in Detroit. 
The m eeting was presided over 
by Gu erney Gray, district com­ 
m ander, and Mrs. L. V. Hau k, 
commit tee woman of the Au xili­ 
ary. Principal speakers for the 
evening were: Floyd You ng of 
Vincennes, 
state 
com m ander; 
F rank Samu el, assistant nation­ 
al ad ju tant; Mrs. Lenore Bu ssell, 
of Greenfield, 
state 
president, 
and Mrs. Lydia Combs of Bloom­ 
field, twice state president. 
D u ring th e bu siness session, it 
was annou nced th a t the Legion 
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W ith the receiving of $25 from 
the employees of the post office 
and also a 
tw enty-five 
dollar 
contribu tion from Mr. and Mrs. 
Robert A. Innis, th e drou ght re­ 
lief fu nd of the Ru sh cou nty Red 
Cross, passed th e five hu ndred 
dollar m ark, Monday. One h u n­ 
dred dollars in donations 
were 
received Monday, w hich is the 
largest 
day’s 
receipts reported 
since the fu nd started. 
A com m ittee of th e Wesley M. 
E. chu rch solicited the m em bers 
of th a t chu rch, w ith nine dollars 
being tu rned in by th a t com m it­ 
tee, and it along w ith 
several 
other large donations brou ght 
the fu nd u p to $534.50. The Red 
Cross organization 
h as already 
forwarded $300, w hich m akes the 
total for tliis cou nty over $8 00. 
The com m ittee in charge is very 
m u ch pleased w ith the response 
m ade in the last few days. 
Throu gh a m isu nderstanding, 
Pau line McDaniels was reported 
as giving one dollar in Monday s 
report bu t it shou ld have 
been 
Pau l E. McDaniels. 
M onday’s donors consisted of 
the following: 
Previou sly re porte d 
$434.50 
H. C. R a ine y ------------------ 
100 
Mr. and Mrs. H. L. B u n- 
d ra nt 
-------------------- — 
Mr. and Mrs. N. P. Fletcher 
1.00 
Mr. and Mrs. Willis Su m ­ 
merville 
------------------- 
Orville E a le y 
------- 
100 
.50 
.50 
.25 


Miss Fannie Ram ey 
L u ther Ram ey ---- 
J. E. B e a n ----------- 
L u ther B u ndrant __-------- 
K ellar Davis 
Roy Evans 
.25 
.25 


VISITED HIS PARENTS 


3rd 
Local Farm ers—Single* Ear (Any | j j ^ 
ONLY RECENTLY 
Color) 
1st—H u tchinson & V m , 100 
pou nds tankage, $3; 
2nd- Mack 
Addison, cash, $2; 
3rd—Potest 
McDaniel, 1 gallon oil, $1. 
Clu b Boys—10 Ears (Any Color) 


George A d a m s --------------- 
-25 
R obert M ille r ----------- ------ 
William L e w is---------- ------ 
Mrs. T r a c y --------------------- 
Alice Miller __ ------------------ 
R obert W ills ------------------- 
™ 
Pinkie B u ndrant 
----------- 
Herschel B u nd ra nt 
15 
Children of Wesley M. 
E. chu rch ------------------- 
*55 
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Word has been received f the 
su dden death of Carlos M Kee, 
,38 , of Milroy, who was l\fcnd 
1st—Posey Farm Bu reau , cash, 
Tu esday m orning in a hotel 
$3; 2nd—N ortham Garage, cash, a^. gjou x city, Iowa. H eart trou - 
$2; 3rd—Cash, $1.50; 4th, Thom-1 
was given as th e cau se of 
as Proctor, cash, $1; 
5th—Cash, 
50 cents. 
Clu b B o y s — Single Ear (Any 
Color) 


death. 
Mr. McKee, who had been em ­ 
ployed as a traveling represen­ 
tative of a jewelry firm, had on- 
1st—Brown & Piu m m er G ar- I \y a few days ago retu rned to his 
age, cash, $2; 
2nd—Cash, $1.50; sales territory after a visit w ith 
3rd—Johnnie Wicker, cash, $1; his parents, Mr. and Mrs. W. L. 
4th—Cash, 7 5c; 
5th —Cash, 50c. | McKee, of Milroy, and had ap- 
Potatoes—1 Peck (Any Va­ 
riety) 
1st—Posey Farm Bu reau , cash, 
$2; 
2nd—Noble Beckner, 
$1; 
3rd—Cash, 50c. 
LADIES’ DEPARTMENT 
Angel Food Cake 
1st — Cash, 
$4; 
$2.50; 
3rd—Cash, $1.50. 
W hite Layer Cake 


peared to be in excellent health 
a t th a t time. 
H6 was bom in Milroy and had 
cash, | spent m ost of his life in th a t 
commu nity. He was a gradu ate 
of Milroy high school and had 
attended Pu rdu e u niversity. He 
2nd— Cash, | enlisted in th e cavalry du ring 
the World w ar and was later 
transferred to an officers’ tra in- 


TWO BUREAUS TO 
MEET THIS WEEK 
M eetings of the O range and 
Union tow nship farm bu reau s 
are schedu led for this week. 
The Orange bu reau will m eet 
a t 
the 
Big 
Flatrock 
chu rch 
W ednesday night a t 7 o’clock, 
according 
to 
Connelly 
Ryle, 
chairm an and the C enter tow n­ 
ship bu reau will present its show, 
“Oh, W hat A Fam ily!” 
The Jackson tow nship bu reau 
will present its play a t the regu ­ 
lar m eeting of the Union tow n­ 
ship bu reau a t the Gings school 
Thu rsday ngiht. O. B. Riggs of 
Pu rdu e will talk on the Corn 
Borer. 


OCCUPY THE ASSEMBLY 


Senate Discu sses Su bject of Lim­ 
iting G overnm ental Bu dgets 
. 
in M eeting Today. 


HOUSE RAILROADS IN 
FULL CREW MEASURE 


1st—Cash, $4; 2 nd -C ash , $2.50; ing camp. H 
e ^ a m em ber of 


10 Earsr—1st. Clarence Em holt; 3rd—Cash, $1.50. 
2nd. Estel C allahan; 3rd. Hu bert 
C allahan; 4th, R alph Miller; 5th. 
Carl W eingarth; 
6th. 
W allace 
Wissing. 
Single ears—1st. Estel Calla­ 
han; 2nd. Mu ll W ebster; 
3rd. 
Clarence 
Em holt; 
4th. 
Bob 
Brown. 
Larges Ear—1st. Estel 
Calla­ 
han; 2nd. Eu gene G ardner. 
Freak Ear—1st. Estel Callahan. 
POTATOES 
Best Peck (any variety)—1st. 
Dan McColley; 2nd. O. I. G ard­ 
ner; 3rd. Elmer Sm ith; 4th. Eu ­ 
gene G ardner. 
Freak 
Potato—1st. 
Eu gene 


T u r n t o P a g e F i v e 


the Milroy U. P. chu rch, the 
Masonic lodge of th a t town and 
of the Shrine a t Indianapolis. 
T he fam ily was notified of Mr. 
McKee’s d eath by th e Siou x City 
Masonic lodge and th e body will 
be brou ght to Milroy for bu rial 
althou gh fu neral arrangem ents 
have not been completed. 
Su rviving relatives are the par- 


Angel Food Cake 
1st—Cash, $4; 2nd—Cash, $2.50; 
3rd—Cash, $1.50. 
Cake Dou ghnu ts 
1st—Cash, $1.7 5; 
2nd—Cash, 
$1.25; 3rd—Cash, 7 5c. 
Yeast Bread 
1st—J. M. Hu fferd, 25 baby 
chicks; 2nd—Farm Bu reau , c a s h ,|en^g. a brother, IHvas a t Milroy; 
$2; 3rd—J. M. Eaton, 24 pou nds and two sisters, Mrs. Florence 
of flou r, $1. 
Salt Rising Bread 
1st—Farm Bu reau , cash, 
2nd—Nelson’s H ardw are 
pany, m erchandise, $2. 
Parker Hou se Rolls 


Allen of M onmou th, 111., and Mrs. 
D orothy Senou r of near Milroy. 
S3; I a brother, Cu rtis, preceded him 
Com -j in death. 
Mr. McKee was well known in 
th is 
section and ^tiew s of 
his 
1st—C. E. Wicker, m erchan- death cam e a s a severe shock to 
T u rn to P a« e F ive 
I his friends. 


MRS. I0HN CALLAHAN DIES 


Fo rmer Resident o f Arling to n 
Ex pires in Cincinnati Fo l­ 
lo wing Operatio n. 


/M r s . John K. C allahan, form er 
Arlington woman, died a t her 
home in C incinnati yesterday a f­ 
ternoon. Her death followed a 
recent operation from w hich she 
failed to recover. 
According to word received a t 
A rlington fu neral services will be 
held a t 2 Thu rsday afternoon in 
C incinnati w ith bu rial there. 
Mrs. C allahan was form erly 
Miss Lena Logan and was well 
known throu ghou t the w estern 
portion of the cou nty. She left 
A rlington abou t 15 years ago 
She was m arried to B ert Fox and 
after his death m arried again. 


Indianapolis, Feb. 3 (A.P.)— 
Debates in the legislative halls of 
the Ind iana general assembly 
were a bit technical today. 
The senators talked a t length 
on the su bject of lim iting gov­ 
ernm ental bu dgets. 
The representatives delved in­ 
to railroads while discu ssing a 
com m ittee report on the “fu ll 
crew ” bill, a m easu re th a t pre­ 
scribes the nu m ber of trainm en 
th a t shall be assigned to pas­ 
senger and freight trains. 
The bu dget lim itation m easu re 
is designed to cu t down the ex­ 
penditu res 
by 
variou s 
local 
governm ents 
throu ghou t 
th e 
state in 1931 and 19 32. 
There was some m ore techni­ 
cal discu ssion before th e senate 
com m ittee w hich is condu cting 
an inqu iry into th e state high­ 
way commssion’s affairs. 
There seemed to be no darning 
of the flood of bills th a t is 
threatening to engu lf th e hou se. 
The repreesntatives cam e for­ 
ward w ith 28 new m easu res this 
m orning. 
High school basketball fans 
flocked into th e capitol for the 
senate com m ittee hearing th is 
afternoon on a bill to establish a 
state commission to control prep 
school a th le tic s/T h e bill wou ld 
abolish th e Indiana high school 
athletic association. 
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The' 
BASKETEER 


llllllllllllllllfllllllllllllllllllllllllltlllll 
The 
Shortridge 
Blue 
Dev ils 
hav e no game this week 
until 
they come here Saturday night 
while to the Lions, the Shortridge 
game will be just a secondary 
matter as Rushv ille meets the 
Big One at Connersv ille Friday 
night. 
— B — 
Co ach Peterm an is wo rking his 
Sho rtridgers this week in an ef­ 
fo rt to get them o u t o f a slight 
slu mp. The city team, y o u kno w, 
w ent fo r weeks and weeks a t the 
sta rt o f the seaso n w itho u t lo s­ 
ing a game. 
— b — 
SHORTRIDGE SECONDS AND 
LIONS CUBS WILL PLAY IN 
THE 
SEMI - WINDUP 
WHILE 
GREENFIELD FRESHMEN AND 
LOCAL JUNIORS WILL OPEN 
SATURDAY NIGHT’S PLAY. 


Jo e Scheleen o f the Shelby v ille 
Repu blican gets v ery 
o rtho do x 
abo u t ex plaining his part as co ­ 
au tho r o f "Bear Sto ries o f Blu e 
Riv er.” 
— B — 
We go t a kick o u t o f o ne o f 
Jo ey ’s rem arks, ho wev er, which 
we think o ne o f the week’s best 
wisecracks: In speaking o f the 
Newcastle Tro jans’ big v icto ry I 
splu rge, Jo ey states: "The men 
o f Tro y seem to be go ing alo ng 
ju st a-H elen.” 
— » — 
SPARTAN 
FANS 
BELIEVE 
THAT THEIR TEAM HAS THIS 
FRIDAY NIGHT AFFAIR IN THE 
BAG, SIMPLY BECAUSE THE 
LIONS 
WERE 
BEATEN 
IN 
THEIR OWN DEN. 
— B — 
Rushv ille; is play ing a whole lot 
better ball now than was put out 
at that time. — B —■ 
It is 
fair to 
presu me 
th a t 
Co nnersv ille has impro v ed, to o . 
Tho se who saw the Spartans per­ 
fo rm a t the Greensbu rg to u rney , 
ho wev er, can readily believ e th at 
Co nnersv ille co u ld stand so me 
impro v ement. 
— B —- 
An u nkno wn qu antity <to u s) 
y clept Smith was in the Spartan 
lineu p a t fo rward in the 
JefT 
game, Kee being tem po rarily o n 
the shelf with so mething o r o th­ 
er. 
— B — 
SMITH FAILED TO SCORE 
AND WAS FINALLY BELIEVED 
BY KEE, THE SPARTANS WIN­ 
NING BY TWO POINTS. 
—• B — 
Mr. McFo ney wo nders if this 
su bstitu tio n was the key to v ic­ 
to ry . 
— B — 
And no w fo u r items fro m the 
tem peram ental ty pewriter o f the 
well-kno wn E. I. Higgs cf Spar- 
tanto w n. Co u nt ’em—fo u r: 
well, this is the week o f the 
-B attle o f the C entu ry ” and the 
chances are th a t the o ld gy m will 
be packed to the gu ards. Yea. the 
ro arin’ Lio ns o f Ru shv ille will be 
here Friday night to battle the 
Spartans. Bo th team s will play 
so it will be a big ev ening. 


v asions, Raleigh must be taken 
care 
o f before 
the 
county 
champs can carry the shoe into 
the sectional tourney . 
— B — 
NEW 
SALEM 
TOOK 
THE 
TROPHY FROM MANILLA AT 
THE COUNTY TOURNEY AFT­ 
ER THE OWLS HAD SNATCHED 
IT 
FROM 
MORTON 
A FEW 
HOURS BEFORE. 


We may be wrong, but it runs 
in our alleged mind that New 
Salem, 
Milroy , 
Manilla 
and 
Morton 
hav e 
been 
the 
only 
schools to ev er gain possession of 
this Shoe. 
— B — 
If th a t’s no t right we presu me 
we’ll hear abo u t it. 
— B — 
RALEIGH, 
FORCED 
TO 
FOREGO 
MANY 
GAMES 
ON 
ACCOUNT 
OF 
SMALLPOX, 
WILL 
PLAY 
THREE 
EXTRA 
GAMES THIS MONTH. 
— B — 
These tilts are with Lewisv ille, 
71 h; Carthage, 11th; and Arling­ 
to n. 13th, all games to be play ed 
at Raleigh. 
— B — 
Cu lly is the play er Co ach Po ­ 
well cu lled o fT his Greenfield 
squ ad. To o bad fo r Mr. Cu lly bu t 
it makes a go o d—well, a fair— 
pu n. 
— R — 
Consider the life of the scorc- 
keeper (All right, all right, don’t 
interrupt 
with 
suggestiv e 
re­ 
marks) and take this Rushv ille- 
New Salem game as an ex ample. 


— B 
— 
The sco rcbo o k bo y s had to 
wrestle 
with 
su ch 
similarly - 
so u nding names as Wilso n, Wil­ 
kinso n, Wills and Williams. 
— B — 
AND WITH 
WHITE, 
WAR- 
FUEL AND WALKER THROWN 
IN. HOW SWEET A TIME WAS 
HAD BY THE BOYS WHO KEEP 
AN ABBREVIATED RUNNING 
ACCOUNT OF THE GAME. 
— B — 
All 
th a t 
was 
lacking 
were 
Wilk, with New Salem last y ear, 
and W alther, who centered fo r 
last y ear’s Lio ns, to hav e m ade 
the 
no tebo o k 
squ ad 
tear 
u p 
their pages in despair. 


In the 
first 
game 
between 
these team s 
this 
seaso n 
the 
Spartans wo n 
by a nine-po int 
margin, and o n do pe sho u ld hav e 
no great tro u ble in dispo sing o f 
the v isito rs fro m the city to the 
west. 


G et ’em early , Spartans 
and 
th a t go es fo r the Ju nio r Spar­ 
tan s to o . 
, 


My ers info rm s u s 
th a t 
‘250 
tickets hav e been sent to Ru sh­ 
v ille and they ’ll pro bably ask fo r 
mo re. Tickets are o n sale 
here, 
to o , and if y o u ’re planning o n 
attending y o u had better get a 
ticket. This is o ne 
game 
th at 
draws a real cro wd. 
The Lio ns 
may no t be go ing so go o d, 
bu t 
they ’ll go go o d against the Spar­ 
tans—they alway s 
do —and the 
Ru shv ille fans get a bigger kick 
o u t o f the game with Co nncrs- 
v ille than any o ther 
tilt, and 
they ’re 
alway s 
ex pecting 
the 
Lio ns to win. 
— B — 
And if Ru shv ille gets a kick 
o u t o f it, Co nnersv ille isn’t ex ­ 
actly a citv o f bo redo m o n the 
night o f a Lio n-Spartan co nflict. 
We’re no t alway s ex pecting the 
Lio ns to 
win bu t 
we’re 
mo re 
ho pefu l abo u t this game than the 
o ne here sev eral weeks ago . 
— B — 
New 
Salem, 
owners of 
the 
Good Luck Horseshoe, will hav q 
to 
defend 
this 
trophy 
three 
times before the sectional tour- j 
ney . 
— B — 
Milro y gets the first crack at 
the sho e Friday night and if the 
Cardinals fail. M anilla will be 
alo ng the nex t week to see what 
it can do abo u t it. If the Eagles 
repulse these 
two stro ng in- 


THE NEW STOCKINGS 


By Ot Crawford 
The Lio ns are wearing 
so me 
fancy Red So cks 
And great big pads o n their 
knees. 
I t’s ju st to pro tect them fro m 
ex tra hard kno cks 
And net fo r fear they wo u ld 
freeze. 


i ’o r the Lio ns su rely are gettin 
Red Ho i 
There are v ery few team s th at 
can whale ’em 
Ju st lo o k at the lickin the po o r 
Eagles go t 
When they co me fly in u p here 
fro m New Salem 


Yo u nev er can tell w hat the 
Lio ns will do 
Bu t as lo ng as Mr. Hinshaw is 
able to grin 
And while tho se sto ckings arc 
handso me and new 
We kno w they are go ing to win 


The Lio ns arc ro arin and rarcin 
to go 
So the Spartans had better lo o k 
o u t 
Fo r the Lio ns will beat all the 
Spartans we kno w 
And nev er kno w w hat its abo u t 


We kno w there is go ing to be 
so mething do in’ 
At 
Co nnersv ille * nex t 
Friday 
night 
Fo r as so o n as the Lio ns start to 
ro arin’ and chewin’ 
There is go in to be a big fight 
No w if the Lio ns had started to 
w earin’ Red Sto ckins 
Away back early last fall 
They ’d nev er hav e go t o ne half 
o f the kno ckins 
They 'v e had when they went to 
play ball. 


TEXAS PLAYERS KEEP 
GRID ‘HOT’ ALL YEAR 
Lu bbo ck, Tex as, f/i.P. 
)—Fo o t­ 
ball is beco ming a y ear aro u nd 
spo rt a t Lu bbo ck high scho o l and 
Tex as Techno lo gical co llege. 
At the end o f the regu lar 19 30 
seaso n, v ario u s classes In 
the 
i 
high scho o l fo rmed team s fo r an 
intram u ral schedu le. At 
T ech ! 
the scho o ls o f engineering, agri- i 
cu ltu re and liberal arts and the! 
m ilitary co rps fo rmed squ ads. 
"Spring” practice fo r the co l­ 
lege v arsity began early in J a n ­ 
u ary , and will begin fo r the high 
scho o l grid warrio rs as so o n as 
the intram u ral seaso n clo ses. 


More Planes Than Pilots 
Bato n Ro u ge, La. (A.P.)—Lo u ­ 
isiana has mo re airplanes than 
pilo ts. Reco rds o f the aero nau tic 
branch o f the United States De­ 
partm ent o f Co mmerce sho w 101 
airplanes in the state, and o nly 
9 1 pilo ts. 


Lio ns Hav e Unmarred Reco rd in Intra : Co u nty Net Play 


COUNTY STANDINGS 
Won Lost Pet. 
R u shv ille 
.... 2 
Mo rto n ..... 
9 
M anilla ................. 6 
New Salem ....... 6 
Raleigh ................. 4 
C a rth a g e ............... 2 
Arlingto n ............. 3 
Milro y .................•--- 2 
M ay s....................... 0 


1.000 
.818 
.6 00 
.54 5 
.500 
.500 
.333 
.333 
.000 


Su mmary o f games between 
Ru sh co u nty team s this seaso n 
rev eals th a t 
Ru shv ille 
Lio ns 
hav e the o nly perfect in tra ­ 
co u nty 
reco rd. 
The 
Lio ns, in 
their o nly appearances against 
co u nty riv als, hav e decisiv ely de­ 
feated Milro y and New Salem. 
Mo rto n Memo rial, meeting 11 
co u nty riv als, has tu rned in nine 
v icto ries fo r seco nd po sitio n. Two 
setbacks in the co u nty to u rney 
are the o nly blo ts o n the Mo r­ 


ton record, so far. as games with 
county teams are concerned. 
Manilla, with six wins and four 
losses and New Salem, with six 
triumphs against fiv e defeats are 
the only other teams abov e the 
.500 ipark. 
Raleigh, Carthage, 
Arlington, Milroy and May s fol­ 
low respectiv ely in percentage of 
games won and lost. May s is at 
the bottom of the heap with no 
v ictories in sev en starts. 
Following are- the records of 
the nine county teams in games 
with*other county riv as. County 
tourney and Carthage tourney 
scores are included. 
Rushv ille 
, 
4 3—Milroy .................................... 10 
33—New Salem 
.....................16 


24 —New Salem ............................ 19 
33—M anilla .................................... 21 
30—Milroy ...................................... 11 
22—New Salem 
............................20 
20—Arlington ................................ 14 
26 —M anilla ....................................27 
26 —R aleigh .................................... 35 
28 —M anilla .................................... 13 


Morton 
27 —May s ........................................ 11 
4 5 —May s 
a . . . . . . . . . . . . . . . . . . . . . . . . . . . 
13 
33—Arlingto n ...............................H3 


Manilla 
21—Milroy .............. 
36 
28 -^Ar ling ton ................................23 
21—Morton ................... 
33 
24 —New S alem ..............................20 
39—R aleigh .................................... 28 
25—Milroy 
x..................24 
24 —May s ........................................ 16 
27 —Morton .................................... 26 
4 —New Salem ............................32 
13—Morton 
....... 
28 


20—Morton 
.................................... 22. 
4 8—Carthage ................................ 4 
23—Milroy ............. 
14 
32—R aleigh .................................... 13 
32—M anilla 
....... 
4 
16 —Rushv ille ......... 
33 
32—May s ................................... 
12 


19—Carthage ................. 
22 
13—Morton 
.............................. 
33 
2$—M anilla ............................... — 23 
15—New Salem ............................ 4 0 
24 —R aleigh 
............................. 19 
37 —R aleigh .................................... 4 2 
14 —Morton .................................... 20 
32—May s ........................... 
22 


New Salem 
19—Morton .................................... 24 
21—Milroy ...................................... 25 
20—Manill a 
.................................... 24 
4 0—Arlington ................................ 15 


Raleigh» 
15—Carthage ................................ 16 
28—May s*........................................ 16 
28—M anilla ....................................39 
19—Arlington ................................24 
4 2—Arlington ................................37 
30—Carthage 
................................12 
35—Morton ....... 
26 
13—New Salem ............................32 
Carthage 
16 —Raleigh .................................... 15 
22—Arlington 
................................ 19 
4 —New Salem ............................4 8 
12—R aleigh ............................... .....30 


Arlington 
21—May s ........................................ 14 


Milroy 
10—Rushv ille ... ...........................4 3 
36 —Manilla 
.................................. 21 
25—New Salem ............................ 21 
IF—Morton .................................... 30 
24 —Manilla 
.................................. 25 
14 —New Salem ............................23 


WHITNEY MOUNT 


LEADS FIELD IN 


AINTREE ‘CHA 


May s 
11—Morton .................................... 27 
14 —Arlington ................................ 21 
16 —Raleigh ................... 
28 
13—Morton 
.................................... 4 5 
16 —Manilla 
................................. 24 
22—Arlington 
................................ 32 
12—New Salem ............................32 


H 
» EI TITLE 


Chicago i A.P.)- -The half-w ay 
mark in the W estern co nference 
basketball cham pio nship— m id­ 
y ear ex ams—fo u nd Ncv thwest- 
ern in a po sitio n to du plicate a 
rare perfo rm ance by winning the 
basketball flag after annex ing 
the fo o tball champio nship. 
Pu rdu e did it last y ear, lo sing 
no t a co nference game in either 
spo rt. 
No rthwestern was no t defeated 
in fo o tball by a Big Ten o ppo n­ 
ent, and the 
basketball 
team 
wo n its first fo u r games easily , 
do wning Michigan twice, Illino is 
and Ohio o nce. 
At m id-y ear all o ther co nfer­ 
ence team s had 
lest. 
Indiana, 
with o nly o ne 
defeat 
m arring 
its reco rd, and th a t by a 
o ne- 
po int lo ss, appears to be the o nly 
serio u s riv ál o f 
No rthwestern 
The Ho o siers, ho wev er, hav e the 
mo re difficu lt schedu le. 
Early seaso n games placed a 
strange triu m v irate o f n et team s 
at the to p o f the co nference. In 
past y ears, the cage 
race 
has 
been co nfined to Wisco nsin, In ­ 
diana, Pu rdu e 
and 
Michigan, 
bu t this y ear Chicago and M in­ 
neso ta, with No rthwestern, o ccu ­ 
py the first div isio n. 
Bo th Mchigan and Wisco nsin 
lo st three o f their first six games. 


FRENCH BUILD SEAPLANE 


FOR ATLANTIC MAIL ROUTE 


Paris (A.P.)—A new all-m etal 
mo no plane with a range o f near­ 
ly 2,8 00 miles, fu lly lo aded, has 
been co mpleted fo r transatlantic 
air mail serv ice. 
The ship, which will carry 'a 
pay lo ad o f 1.102 po u nds, was 
bu ilt fo r the French transpo rt 
co mpany , Co nipagnie Gcncrale 
Aero po stale, which co ntem plates 
cro ssing the so u th Atlantic be­ 
tween Africa and Brazil. 
It has a wing span o f nearly 
103 feet, and is po wered with two 
mo to rs, 
mo u nted 
in 
tandem 
sty le. The hu ll, entirely o f metal, 
is nearly 50 feet lo ng and is di­ 
v ided into fiv e co m partm ents fo r 
baggage, m echanic’s, and co n­ 
tro l ro o ms. 


H av ana—S ta r class y acht Del- 
fin captu res Bacardi cu p fo r Gu ­ 
bar fo r first time. 


The Belov ed O’Brien 
OH, y es, ni’lads, sure an’ there 
are Irish at Notre Dame» all 
ripht, all right, ev en if it is the 
Schwartzes and the Carideos and 
the Kassises and Metzgers y ou’re 
alway s readin’ about these day s. 
And one of these is J ohnny 
O’Brien, from Los Angeles and 
China and other places. And this 
same J ohnny O’Brien it is that’s 
the o nly man Knute Rockne ev er 
embraced after a football game. 
Fo r O’Brien is one of those lucky 
sons of Erin wjio seem -to 
be 
blessed either with the luck o’ the 
fairies of old Ireland or their 
tricks. 
J ohnny play s end and his size 
might fool y ou. 
He looks slight 
with his six feet three inches of 
height, 
hut 
when he hits 
he 
thro ws 18 0 pounds of sinew into 
his tackles. 
• 
* 
* 


His Startling Debut 
TT ARKING back to the Army 
* * game o f 19 28 , J ohnny O’Brien 
was sent o nto the field late in the 
game to take the place of J ohnny 
Co lrick. 
Chris Cagle and other I 
Army play ers breathed a sigh of 
relief, fo r Colrick had 
been a 
thorn in their side all during the 
game. 
They deemed O’Brien a 
seco nd-stringer, but it wasn’t long 
befo re that impression was cor­ 
rected. 
O'Brien skipped alo ng, leaped 
high and snatched a forward pass 
right o u t o f the 
air and before 
the so ldier lads knew what was 
happening, he had tumbled across 
the go al line with the winning 
to u chdo wn. 
Jo hftny 
was only a 
so pho mo re then, and the story 
go es that Ro ckne was so glad for 
what the bo y had done that he 
hu gged him as the team came off 
the field. 
V 
• 
• 
The Threat 
OINCE then O’Brien has been a 
^ terror 
to 
the 
enemy . 
He 
grabbed a pass and made a touch­ 
down in that Army game, and 
ev er since there is an uneasy feel­ 
ing among the Notre Dame oppo­ 
nents when J ohnny comes dash­ 
ing u p to the referee |n the last 
few minutes of a tense game. 
When 
J ohn 
appears 
in 
the 
game, the enemy looks for strate­ 
gy at cnce. 
He is supposed to 


DID YOU KNOW THAT-.., 
TpOLLOWBRS of the thor- 
* oughbreds a^re watching 
Willis Sharpe Kilmer’s Sun 
Beau. . 
. 
. 
Recently by 
winning the Southern Mary ­ 
land handicap at Bowie, the 
earnings of the famous son 
of Sun Brier passed those 
of Ex terminator and Man o’ 
War. . . . Sun Beau, with 
purses won- In the neighbor­ 
hood of $27 2,000, is third 
now to Gallant Fox and 
Zev . . . . The marks of the 
leaders may be surpassed 
this winter, as Sun Beau 
has been sent to South Car­ 
olina to prepare 
for the 
rich handicaps at Agua Cali- 
ente and New Orleans. . . . 
The winner of the Agua 
Caliente is to receiv e $100,- 
000. J . . Should Sun Beau 
nose out in front in that one, 
he would set a new money - 
winning record for all time 
. . . not to count the han­ 
dicaps at New Orleans. 
4 
---- 
_ ---------- 
bear signals from Rockne to his 
men. 
The fact that Rockne lets 
his men take care of their own 
signals 
on 
Saturday s 
cannot 
counteract the fear that O’Brien 
has been sent into the game for 
some sinister purpose. 
Thus it was in the recent Army 
game. 
Late in the game J ohnny 
came galloping out to play left 
end. Army secondary concentrat­ 
ed on stopping any sort of a pass 
to O’Brien that might be attempt­ 
ed. 
O’Brien reported to Carideo 
that 
he 
was 
being 
followed. 
Carideo ran the v ery nex t play off 
right tackle tor a touchdown. 
J ohnny is a hurdler. 
Oddly 
enough, he picked this up in Chi­ 
na. 
For a lark he had boarded a 
ship and worked his way to the 
Orient. 
During his wanderings 
ho came across a carniv al which 
featured a high hurdle race for 
the championship of the country . 
He borrowed running pants and 
spikes, entered the race and won 
the title. 
Oh, y es, there are Irish at No­ 
tre Dame. 
Ev en if y ou don't 
hear much about them. 


Washington—Proposal to 
al­ 
lo w District of Columbia phy si­ 
cians unlimited liquor prescrip­ 
tions defeated 
in 
senate; 
on 
mo v e to reconsider liberals mus­ 
ter their highest v ote, 29. 


Lo s Angeles—Daisy DeBoe de­ 
nied a new trial. 


as it melt« . 
VISUS 
OVER H* MILLION JABS USED YEARLY 


Our Feed Store is Open for 
Business Again-Same Location 
220 North Morgan Street 
Complete New Stock 
Lower Prices 
Come 
in a nd Get Acq ua inted 
VITALITY FEED STORE 
220 North Morgan Street 


CILLE6E MAY HUNDA THE 


WOMEN OF CONFEDERACY 


Houston, Tex . (A.P.)—A co-ed- 
ucational institute, dedicated "to 
the memory of the women of the 
Confederacy ,” would, be estab­ 
lished under a plan proposed by 
S. O. Moodie, v ice-president 
of 
the Southland’s Memorial asso­ 
ciation. 
He has addressed an open let­ 
ter to the gov ernors and legisla­ 
tors of the southern states, quot­ 
ing a resolution adopted by the 


v eterans in reunion at 
Bilox i. 
Miss., to urge prompt co-opera­ 
tiv e action. 
Under the plan, a bond issue 
would create and endow the col­ 
lege. 
I ----------------------------- 
Box ing Captain Drops Out 


Seattle, 
(A.P.)—A1 
Holmes, 
captain of the 1930 Univ ersity of 
Washington football and box ing 
teams, quit the ring this winter 
because of his health. 
Holmes 
was Pacific Coast 
heav y weight 
champion last y ear and had one 
more season of box ing competi­ 
tion. 


Aintree, 
Eng., 
(A.I*j—Wi 
trials pointing to Easter 
Hero 
the horse to 
beat, 
Jo hn Ha 
(J ock) Whitney , y oung America 
sportsman, looks forward 
to t 
Grand National steeplechase o 
March 27 with one of the stro ng 
est pre-post entries ev er nam 
for the Aintree classic. 
Easter Her 9 has been assign« 
the dubious honor of 
carry in 
the top weight of 17 5 po u nds, _ 
in his first two public appearanc 
es this season the Whitney ac 
galloped to easy v ictories. In o n 
he carried Grand National 
weigh 
and on the other 
o ccasio n si. 
pounds less. 
.J ack Anthony , Whitney 's train 
er, also is grooming 
Sir Lindsa 
for the long grind. 
Sir Lindsa 
placed third to Shaun Go ilm an 
Melleray ’s Belle 
in a 
thrillin 
finish last y ear after leading 
the last fence.^This y ear he h 
been well 
weighted 
with 
1 
pounds. 
In Easter Hero, Whitney ha 
one of the outstanding 
ju mpe 
of recent English 
turf histo 
Two y ears ago the 
10-y ear 
chestnut gelding had the 
rac 
apparently won, but spru ng 
plate while leading the field 
ward the last barrier 
and w 
forced to take second 
to Grega 
ach. 
Last y ear he ruled the fav orit 
with his conqueror of 1929, bii 
went amiss a few day s befo re tli 
running and nev er started. 
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The Best Auctioneer 
CAN’T GIVE YOU A SUCCESSFUL SALE 
Without the Bidders 


i 


r 


USE THE 
Republican-Telegram 
Special Farm Sale Combination 
to Get the Crowds 
From All Ov er The County 


One ex tra bidder can easily pay the cost of y our complete adv ertising, 
can’t afford not to adv ertise thoroughly . 


Co mb ina tio n Includ es 
— 
, 
50 REGULAR SALE BILLS 
3 ISSUES OF AD IN BOTH PAPERS 
SIZE OF AD 2 COLUMNS BY 6 INCHES 
NOTICE IN SALE COLUMN EVERY DAY 
All for $ 1 5 
Rushv ille Republican 


You 


EVENING DAILY 
Rushv ille Telegram 
MORNING DAILY 


“BE AN OPTIMIST 


A Co med y 
in Three 
Ads 
Milroy School Building 
8 :00 P. M. 


CHILDREN UNDER 12 — 15c. 


ALL SEATS RESERVED 


ADULTS — 25 c 
WED. and THURS 
February 4 and 5 


LTESDAY, FEBRUARY 3, 1931 
NEWS PHONE 3333 
THE RUSHVILLE REPUBLICAN, RUSHVILLE, INDIANA 
a d p h o ne m2 
p a g e t h r ei 


Perso nals 
C ity N ew s 


t ea ch er il l 
‘ Miss Glady s Ham is ill at her 
ho me in Markleville suffering 
with an attack, o f the influenza 


—Mrs. Jo hn Kipling er was a 
’isito r in Indianapo lis Tuesday . 
—Mrs. Catherine Allen was the 
[uest o f friends and relatives in 
rreensburg S unday . 
» p t it r ns t o WORK 
- R o y K urtz o f 
Indianap o lis RETURNS I O w o kiv 
/as the g uest o f 
Miss Lillian 
Charles Wilso n is able to r e - 
|ì re g o ry Sunday evening . 
turn to his_duties at the Pitman 
1 
, , 
„ 
p Pripst and!& Wilso n Drug sto re aftei hav- 
A. L. Gaiy , Eail F. Pne. 
, 
co nfined to his ho me in 
arry B. Patto n transacted bus,-1 ^ 
eenpec°kins street suffering 


with a severe co ld. 
pss near Westpo rt Tuesday 
-Misses Virg inia Bro wn 
and 
.nnabell Ry an o f this city, Larry 
frim and Ervin Bitner o f 
Ar- 
jng to n were visito rs in Co nners- 
[ille Saturday nig ht. 
-Mr. and Mrs. Henry . To dd 
h d family o f Terre Haute visit 


Ho ld That Line! 
Sure, It’s Easy 


ENTERS HOSPITAL 
Frank Bo rem o f West Ninth 
street, entered the St. Vincent 
ho spital in Indianapo lis, Tues­ 
day , where he will underg o an 
reUitives in this cUy S unday , o peratio n fo r appendicitis, Wed- 
nesday . 
-Miss Ermal G rant returned 
|> her ho me in this city Mo nday J[X AT n0M E 
i ho mer i n w K f t h 
-Paul McMahin will leave this I be HI at her ho me in West Fifth 
JfEA Lo nd o n Burea u 


—Paul M cM ahin will ^a^e thh» 
suffering with bro nchitis, i w hen the o perato r says, “Ho ld 
ening 
f o 
r h is ho m e m D allas 
ne e dn’t 
^exas, after visiting o ver the | 
;eek end with his parents, Mr. 
|nd Mrs. E. C. McMahin while j 
iro ute fro m a business trip in 
fhicag o . 
-Miss No ra McCo y o f Co n- 
[ersville was a visito r in this 
ity, Mo nday afterno o n. 
-Mrs. Frank Bo rem and so n 
imes were visito rs in Indianap- 
lis, Tuesday . 
-Mr. and Mrs. Dave Co mpto n 
[ere called to Franklin Tuesday 
the sudden death o f the fo r- 
ler’s bro ther-in-law, B. E. King , 
[hich o ccurred, Mo nday. 
—Mrs. Burney Sweet has been 
lied to Co nnersville o n acco unt 
the serio us illness o f her sis- 
?r-in-law, Mrs. William Curry . 
-Mr. and Mrs. Jo seph Ried- 
ian and so ns and Mr. and Mrs. 
jseph Fries o f Co nnersville were 
le Sunday g uests o f Mr. 
and 
|xs. William Knecht. 
-Miss Helen G. Jo hns o f New 
prk City visited in this city 
o nday nig ht and Tuesday with 
r. and Mrs. Jo hn L. Nipp. Miss 
\hns is leader o f 
the 
Helen 
)hns o rchestra, co mpo sed 
o f 
reive g irls, which is appearing 
the Indiana theatre in Indian- 
>lis this week. 


Liquid o r Tablets 
?ure Co lds, Headaches, Fever 
6 6 6 Salv e 
CURES BABY’S COLD 


To nig ht and Wed. 
,arg . Mat Wed. 2:15 


BOARD MEETING 
Members 
o f 
the 
bo ard 
o f 
directo rs o f tne Rush co unty 
chautaqua 
will 
meet 
in 
the 
American 
Natio nal 
Bank 
at 
seven-thirty o ’clo ck Wednesday 
evening . 


TICKETS ON SALE 
Lo cal scho o l autho rities have 
received 222 tickets fo r the bas­ 
ketball g ahie to be play ed in 
Co nnersville Friday nig ht. These 
seats are all reserved. They are 
o n sale at the scho o l, ^/to o re’s 
Candy Kitchen, Harg ro ve and 
Bro wn’s o r Pitman and Wilso n’s. 


- - 
PLEADS NOT GUILTY 
Haro ld 
Matlo ck, 
Circlevilie 
y o uth arrested Saturday nig ht, 
entered a plea o f no t g ulity to a 
charg e o f po ssessio n o f into xi­ 
cating liquo r befo re Mayo r Sam­ 
uel L. Trabue in city co urt last 
nig ht. 
Trial was set fo r 10 
o ’clo ck Thursday mo rning . M at­ 
lo ck is at liberty pending trial 
under $5 00 bo nd. 


COUNTY MEETING 
The first o f a series o f co unty 
meeting s o f the Red Men lo dg e, 
will be held this evening at the 
Red Men hall in West First 
street. At this time the Chief’s 
deg ree will be co nferred o n ten 
candidates. Refreshments will be 
served and every member o f the 
lo dg e in the co unty is urg ed to 
be present. 


Ho spital News 


CITY HOSPITAL 
Ro bert A. Griest,« teacher 
in 
the Rushville hig h scho o l, was 
admitted to the 
City 
Ho spital 
Mo nday fo r treatm ent. 


the line," yo u needn’t wo rry 
abo ut g etting “telepho ne-arm,” 
better kno wn as elbo w cramp, 
no w. That is, if yo u o wn a dum­ 
my arm like the o ne being dem­ 
o nstrated abo ve by its invento r, 
Mrs. Craig e-Davis o f Lo ndo n. 
The ing enio us g adg et ho lds the 
receiver to y o ur ear, leaving bo th 
hands free. 


I pie®; He stated s that Christian 
missio naries are essential when 
! American business enters a co un- 
I try to o ffset so me o f the damag ­ 
ing practices eng ag ed in by un­ 
scrupulo us business men. 
An exampe o f po litical hind­ 
rance is the immig ratio n law, ac­ 
co rding to the lo cal minister, who 
po inted o ut that no quo ta basis 
was allo wed the Japanese, which 
created widespread 
resentment 
in the eastern empire. 
The Christian missio nary has 
g iven his life to belief in Chi­ 
na and Japan that America fav­ 
o red such leg islatio n, the speaker 
said, because by his o r her devo ­ 
tio n and self sacrifice, it has been 
pro ved th at Christian missio ns 
have no ulterio r mo tives. 
He asserted that we were be­ 
g inning to reap the benefits o f 
wo rld friendship with Japan by 
reaso n o f the lo ng y ears o f wo rk 
by Christian missio naries. 
The Rev. Mr. Lo baug h quo ted 
an autho rity to sho w that the 
-m ajo rity o f the students fro m 
I the Orient who had received their 
educatio ns here and had 
re­ 
turned to their native lands, were 
friendly 
to ward 
the 
United 
States. 
The minister also po inted o ut 
th at the remarkable wo rk by the 
healing hand cf the 
Christian 
phy sician and surg eo n in fo reig n 
lands had do ne much to pro mo te 
friendly interco urse with o ther 
natio ns. 


10. Senato r Nejdl declared that mittee o f unemplo y ed men and 
he had no t been info rmed o f the wo men who 
meeting , that the 
-so called o ther thing s, a $5u, 00o ,u00 rebel 
leaders’ had bro ken their wo rd fund, $15 weekly do le, to r each 
with him and that lie wanted 
a sho wdo wn to day . 
“The g ame was to jo ckey this 
bill alo ng until it was to o late 


unemplo y ed perso n and abo litio n 
o f all fo rms o f military training . 
It was the first time in histo ry 
that such a co mmittee had vis- 
to do any thing with it in the i ited an Indiana g eneral assem- 
ho use,” Senato r Nejdl sho uted bly. 
•If that is the kind o f po litics' 
The first bill passed by 
bo th 
yo u are g o ing to play , g o 
ah ea d. | ho use and senate was g iv en nna 
If yo u can’t co nsider this bill actio n this afterno o n m the up- 
ho w, fig ure me o n the mino rity per chamber and 
sent to the 
side during the rem ainder o f the g o verno r. 
It pro vides fo r sus- 
o essio n ” 
I pensio n o f penalties fo r redemp- 
' The senate had befo re it at I U°n o r real _esta‘e so ld under 
the hammer fo r no n-pay m ent o f 
taxes. 


SALMON CURBS GOITERS 


SIXTH OBJ ECT 
OF ROTARY IS 
ADDRESS TOPIC 


the time a mo tio n by Senato r 
Frank Clemmins, (Rep. Evans­ 
ville), pro po sing that the bill 
pro viding $25 a^ mo nth pensio n 
fo r indig ents o ver 70 y ears o ld be 
« « ■« - 
made a special o rder o f business 
Washing to n (A.P.) 
The fifty 
fo r February 10. The Clemmins millio n-do llar salmo n industry in| 
mo tio n carried. 
the United States and 
Alaska* 
Ano ther hig h lig ht o f to day ’s 
j play s an im po rtant ro le, the bu- 
sessio n o f the assembly was th e ; reau o f fisheries say s, in the pre­ 
march into the ho use o f a co m-jventio n o f g o iter. 


NORTH AMERICAN TRUST SHARES 
(The Larg est Fix ed Inv estment Trust) 
To Build a Business o r An Estate 
To build an estate, o r an inv estment fo r o ld ag e, if the 1929 
and 19 30 returns had been all reinv ested y o u wo uld no w 
hav e 37 % mo re shares than y o u started with in J anuary , 
1929. 
insurance Co mpanies, Co rpo ratio ns, Manufacturers, Mer- 
ihants are buy ing N. A. T. S. with their surplus and undi­ 
v ided pro fits in o rder to increase their earning s- The histo ry 
o f these 28 natio nal co rpo ratio ns co mpo sing No rth 
can Trust Shares sho w that in the 19 y ears just past, g iv es 
an av erag e return o l $1.35 each y ear fo r each N. A. £ 8 . 
share 
If it is g o o d business fo r big busmess to increase 
thei? * earning s J ith inv esting their surplus, it sho uld be 
g o o d business fo r any inv esto r, larg e o r small. 
WILL O. FEUDNER, Investments 
P. O. Bo x 
RUSHVILLE. INDIANA 
Pho ne 


O A K 
Or Yo ur Lo cal Banker 


* LET THESE COLUMNS BE YOUR GUIDE 


im or ioti 


F r o m P a g e O n e 
ed o n the way Mr. Hay do n m an­ 
ag ed the Co nventio n. 
Fo llo wing the luncheo n ses­ 
sio n, the bo ard o f directo rs met 
and elected Lee Pyle to the 
bo ard to succeed Jo hn P. Frazee, 
Jr., who has resig ned fro m the 
club o n acco unt o f ill health. 
The Rev. Mr. Lo baug h said that 
Christian missio ns had the same 
ideal and missio n as the sixth o b­ 
ject o f Ro tary —the advancement 
o f wo rld peace and friendship 
thro ug h a better understanding 
amo ng the peo ples o f the earth. 
While missio ns 
and 
Ro tary 
were endeavo ring to reach their 
g o al, destructive fo rces are at 
wo rk hindering the mo vement, 
the minister declared, citing in­ 
stances in business relatio nships 
and po litical blunders as exam- 


Indianapo lis, Feb. 2—(AP) 
With the o ld ag e pensio n bill as 
the 
issue. 
Senato r 
James 
J. 
Nejdl o f Whiting , fo rmer Repub­ 
lican leader in the senate o f the 
Indiana g eneral assembly , came 
to a parting o f the ways with 
o thers o f his party to day in the 
leg islature. 
The renunciatio n came when 
Senato r Nejdl called the measure 
do wn fo r third reading after 
o ther Republicans at a caucus 
last week had decided to po st­ 
po ne final actio n until February 


BUSIN ESS AND 


Yo rk Ice Machine 
Eng ineer Visits Here 
Phil Lewis, o f Indianapo lis, 
eng ineer fo r the Yo rk Ice m a­ 
chine co mpany , transacted busi­ 
ness in this city Mo nday. 


FRED A. CALDWELL 
Funera l Directo r 


321 N. Mo rg an St. 
Pho ne 2051 


PROMPT ATTENTION GIVEN ALL CALLS 


mm 


Cecil B. 
De Mille 


ishes thru the 


W and Silks o f 


iciety w ith the 


>st daring o f all 


ilkies— 


LEGION POSTS FROM 
DISTRICT HOLD BIG 
MEETING LAST NIGHT 


F r o m P a g e O n e 
lacked 
20> 
memberships 
in 
reaching its quo ta and the Auxil­ 
iary was ranking amo ng the first 
in the state co ntests. 
Tho se 
attending fro m 
here 
were: 
Halbert 
Bro wn, 
Mo rris 
Ho well, Mr. and Mrs. Harry Pet- 
ry, Mr. and Mrs. Herschell Peters, 
Mr. and Mrs. Jo e Canno n, 
Dr. 
and Mr P. H. Chadwick, Charles 
Berry , kr. and Mrs. Jo hn Mills 
and M .i. Charles Pea. 


STATION PTLC 
Bro adcasting 


We Are No t Satisfied Unless Yo u Are 


T h e 
Gro und - 
ho g surely wo uld 
no t 
g o 
back 
to 
sleep this kind o f 
weather. 


ACTION 
1$ 
POSTPONED 


Educatio n tso ard Meets March 2 
to Co nsider Co unty Ag ent’s 
Appo intment. 
■ADAM 
M 
A N 
■ 
WITH 
LILLIAN ROTH 
REGINALD DENNY 
KAY J OHNSON 
Mo v ieto ne News 


Rush co unty bo ard o f educa­ 
tio n was in sessio n y esterday af­ 
terno o n at the o ffice o f Jo hn 
Go o de, co unty scho o l superin­ 
tendent, but no business was 
transacted at the meeting . 
Actio n o n re-appo intm ent o f 
Ernest F. Bro wn as co unty ag ri­ 
cultural ag ent and decisio n o n 
appro priatio n o f mo ney fo r em­ 
plo y ing a ho me demo nstratio n 
ag ent to succeed Miss Katherine 
Mavity, who se resig natio n be­ 
came effective Saturday , was 
po stpo ned to the meeting o n 
March 2. 


It beg ins to lo o k 
like o ld times with 
15 ho g ho uses so ld 
in o ne day. 


OR ANYBODY 
ELSE — 
“Bill has the dis- 
p o s i tio n 
o f 
a 
mule!” 
“T hc^n 
y o u’d 
better 
no t 
talk 
abo ut him behind 
his back.” 


g eneratio n to wo r­ 
ry mo st abo ut. 


Jo hn 
Wa 1 k e r 
t a ke s 
warning 
fro m 
his 
recent 
fire and is apply ­ 
ing Cyclo ne shin­ 
g les to his two res­ 
idences at Fo urth 
and Perkins. 
Jim 
Daniels is apply ­ 
ing the ro o f. 


Eug ene 
Clifto n, 
Falmo uth, will use 
o ur ho g ho uses fo r 
his 
spring pig s. 
Yo u 
can’t beat 
them. 


Jo e Guide is lay ­ 
ing 
new flo o r 
in 
the Havens sto re 
building 
at 
7 th 
and Main. 
End- 
matched 
pine 
is 
beiftg used. 


When Rushville 
dentists beg in 
to 
whistle so ftly , yo u 
can g amble they ’re 
a,pp ri d aching a 
nerve center. Ever 
no tice? 


Dr. H. V. Lo g an 
is 
using 
Cyclo ne 
shing les 
fo r 
re­ 
ro o fing 
in 
West 
Seventh. Clarence 
Price has the co n­ 
tract. 


J. E. Wy nn plac­ 
ed an o rder with 
us 
this 
mo rning 
fo r two ho g ho uses 
and so me repairs 
fo r o ld o nes. 


To m 
M a r t i n 
dro ps in and o rd­ 
ers 7 ho g ho uses 
last week. 


Dick Hunter has 
charg e o f the re­ 
building 
o f 
the 
Havens - Callag h­ 
an blo ck in East 
Seco nd. 


We 
feel 
pretty 
sure th at o ld Me­ 
thuselah had day s 
th at 
he 
didn’t 
kno w which rising 


PINNELL- 
TOMPKINS 
LUMBER 
CO. 
Rushv ille, Ind. 


Co me 
to think 
abo ut it, did yo u 
ever see a beard­ 
ed Indian? Wo nder 
if 
Indians 
do n’t 
have to shave — 
do e s 
any bo dy 
kno w? 


Our truck deliv­ 
ered 24 squares o f 
asphalt 
shing les 
fo r 
rero o fing 
at 
Mays. This weath­ 
er is stirring thing s 
up. 


It’s a lo t easier 
to 
start 
o ut 
to 
write this Bro ad­ 
caster than it is to 
finish it. 


» 
S u n s h in e 
Mellow s 
Heat 


T he a d vice o f yo ur 
p hysicia n is: K eep 
o ut o f d o o rs, in the 
o p en a ir, b rea the 
d eep ly; ta k e p lenty 
o f ex ercise in the 
m e llo w sunshine, 
a nd ha ve a p eri- 
o d ic check -up o n 
the hea lth o f yo ur 
b o d y. 


Purifies 


LUCKIES are always 


kind to your throat 


Everyone knows that sunshine 
mellows—that’s why the "TOAST­ 
ING" p rocess includ es the use of the 
Ultra Violet Rays. LUCKY STRIKE- 
mad e of the finest tob accos — the 
Cream of the C rop -TH EN -"ITS 
TOASTED."— an extra/ secret heat­ 
ing p rocess. Harsh irritants p resent 
in all raw tob accos are exp elled b y 
TOASTING."These irritants are sold 
to others. They are not p resent in 
your LUCKY STRIKE. No wond er 
LUCKIES are always kind to your 
throat. 


TUNE IN —The 
Luck y Strik e Da nce 
O rchestra, every 
Tuesday ,Thursday 
a nd Sa turd a y eve• 
ning o ver N. JB* C. 
netwo rk s* 
“It’s toasted ” 
Your Throat Protection — ag ainst irritation — ag ainst coug h 


<> 


ARD PARTY 
EUCHRE and 
BRIDGE 
Thurs., Feb. 5 
8:00 
PUBLIC INV ITE D 
P 
H 
Giv en at 
• M * 
St. Mary ’s Scho o l 


I N D I A N A 


TUESDAY, FEBRUARY 3 , 1« 
THE RUSH VILLE REPUBLICAN, RUSH VILLE, INDIANA 
AD PHONE 2222 
NEWS PHONE 3 3 3 3 
aG E FOUR 
NEW CHICAGO SKYLINE! 
RUSHVILLE R E P U B L I C A N 
NOBLE A. CRAIN, 
WILL MOSTER 


RUSHVILLE, INDIANA 


FUNERAL DIRECTORS 


DAY PHONE 2006 
NIGHT PHONE 226 4 


Calls Answered Pro mptly Day and N ight 


Pro mpt Ambulance Serv ice 


hav e taken fo r granted the suppo sitio n that 
go v ernment canno t be made cheaper. Therefo re 
the members feel additio nal tax es are needed 
and as the peo ple hav e serv ed no tice that they 
canno t pay higher rates than they are pay ing 
no w, the search fo r new reserv o irs o f rev enue to 
tap go es o n. 


NO RELIEF IN SIGHT 
Th u s far th e g en eral assembly ’s effo rts to re­ 
liev e th e tax p ay ers o f so me o f th eir fin an cial 
bu rd en s an d ex ten d su ch relief in to fu tu re y ears 
h as p ro d u ced n o th in g mo re th an a co n fu sed 
situ atio n . 
Th e lead ers still h av e h o p e th at a 
p ro g ram will be fo rmu lated an d measu res o f 
merit en acted bu t th ree week s h av e g o n e an d 
u n less o rd er is resto red , th e ch ao tic co n d itio n s 
n o w p rev ailin g are lik ely to co n tin u e to th e en d 
o f th e sessio n . 
At th e clo se o f th e th ird leg islativ e week 46 7 
bills h ad been in tro d u ced an d n early 2C0 mo re 
were in p ro sp ect. Th is is tru e d esp ite th e asser­ 
tio n o f sco res o f members o f th e leg islatu re th at 
In d ian a n eed ed bu t few n ew laws. Man y o f th ese 
bills d eal with tax atio n matters. 
Man y o f th em wo u ld ad o to th e tax es o f th e 
p eo p le o f In d ian a an d wh ile th ere is a state-wid e 
d eman d fo r tax atio n refo rm, v ario u s members o f 
th e h o u se an d sen ate seem to feel th at th is re- 
fro m is to be bro u g h t abo u t th ro u g h fin d in g n ew 
so u rces o f rev en u e rath er th an by red u cin g tlie 
co st o f g o v ern men t. Th u s far little atten tio n h as 
been p aid to p ro p o sals to red u ce th e n u mber o f 
p u blic o fficials in In d ian a, to co n so lid ate g o v ern ­ 
men tal u n its an d th ereby brin g abo u t eco n o my 
by sp en d in g less rath er th an h u n t o u t u n u su al 
th in g s to tax , to th e en d th at th e u n its o f g o v ern ­ 
men t may sp en d mo re. 
Th e leg islatu re seems to lo o k with fav o r u p o n 
an o ld ag e p en sio n measu re, d esp ite stro n g 
arg u men t ag ain st su ch an en actmen t. If it be­ 
co me a law it will ad d materially to th e tax bills 
in In d ian a. In creasin g mo rtg ag e d ed u ctio n s fro m 
$1,000 to $1,300 will mean th at $300 mo re may be 
d ed u cted fro m ev ery mo rtg ag e su bject to tax a­ 
tio n in In d ian a. 
It will remo v e millio n s o f d o llars wo rth o f tax ­ 
able p ro p erty fro m th e d u p licates with o u t lo wer­ 
in g th e co st o f g o v ern men t a cen t an d th e d if­ 
feren ce will h av e to be mad e u p elsewh ere. Th e 
p ro p o sal to d elay th e p ay men t o f d elin q u en t tax ­ 
es fo r a y ear o r two y ears o n ly p o stp o n es th e in ­ 
ev itable, red u ces th e in co me fro m tax atio n an d , 
if th e bu sin ess o f g o v ern men t is to be carried o n , 
mak es it n ecessary to in crease th e tax es o f th e 
v ery p erso n s th e leg islatu re seek s to affo rd relief. 
Th ere n ev er h as been an y my stery abo u t h ig h 
tax es an d th ere sh o u ld be n o n e n o w. Tax es are 
th e o u tg ro wth s o f bu d g ets an d bu d g ets rep resen t 
wh at each u n it o f g o v ern men t d esires to sp en d . 
Tax es h av e in creased becau se bu ag ets became 
larg er. 
Th e leg islatu re, in co n sid erin g way s 
wh ereby th e tax p ro blem may be so lv ed , seems to 


WORTHWHILE GEMS 
A co ck came do wn fro m his ro o st at dawn and 
scratched the gro und in search o f fo o d. In due 
time he turned up a fine gem. He gav e it a kick 
and muttered so ftly to himself, "Huh, y o u’re a 
fine thing, no do ubt, but to my way o f thinking, 
o ne go o d grain o f wheat is wo rth all the gems in 
the wo rld.” 
It’s all in the way y o u lo o k at it. The wealth o f 
the univ erse wo uldn’t be wo rth much to y o u if it 
co uldn’t buy y o u so mething to eat o r wear. In­ 
v ersely , the mo re y o u can buy fo r y o ur mo ney , 
the mo re y o ur mo ney is wo rth. 
The adv ertisements are intimate lesso ns in 
buy ing efficiency . They teach y o u ho w to get the 
mo st in v alue and enjo y ment fo r the least mo ney . 
They giv e y o u kno wledge that pay s big div idends. 
That is why the sho pper who reads the adv er­ 
tisements alway s has the adv antage when it 
co mes to stretching the do llars. 
Co untless numbers o f peo ple find that it pay s 
them well to be guided by the adv ertisements. 
So will y o u. 


HOTEL 


121 SOUTH ILLINOIS STREET 


W ewo st a n d M o st 
M o d em Ho tel in th e 
City ~ Co n ven ien tly 
Lo ca ted ju st 
2 Blo cks 
fro m Afo n u tn en t Circle 


ALL ROOMS OUTSIDE 
AND LACH WITH BATH 


50 AND UP 
I 
DOUBLE 


NEW ZEALAND CITY 
LEVELED BY QUAKE 


ARTHUR ZINK 
M anaging 
D irector 


Quick 
Lo ans 
Quick 
Loan 


in a dignified, 
businesslike manner 


One friendly lo an will pay all y o ur bills 
— in d iv id u al! 
financed. With mo ney : needs o f indiv iduals in 
ev ery wall 
o f life are here, financed in an indiv idually bu sin ess-lik 
manner. 
Yo ur lo an applicatio ns are giv en the same resp ectfu 
attentio n as we wo uld ex pect o urselv es acco rding 
to th 
go lden rule. 
Many peo ple use o ur friendly , co urteo us serv ice 
at th i 
time o f y ear. 
Yo u will like this better way o f o btaining mo ney , 
to o . 
Our liberal plan enables y o u to pay us back weeklv 
semi-mo nthly o r mo nthly as y o ur inco me permits. 


New Yo rk (A.P.)—Descriptio n 
o f the ä ltest Paris fashio ns is 
to be carried direct fro m the 
capital o f France by radio . 
The speaker will be Capt. Ed­ 
ward Mo ly neaux , designer, who 
is to tell American wo men what 
the spring mo de is. He is to talk 
fro m his Paris salo n o v er WABC 
and statio ns at 10 p. m. (EST) 
February 6 . 
A pro gram o f music by Guy 
Lo mbardo ’s o rchestra will be 
presented fro m New Yo rk, and 
Captain Mo ly neaux will be in­ 
tro duced 
by 
Edna 
Wo o lman 
Chase, edito r in chief o f Vo gue. 
His talk will be fo llo wed by a 
sho rt 
address 
by 
Michel 
de 
Brunho ff, 
edito r 
o f 
French 
Vo gue. 
Sho rt wav es will bring the 
Paris part o f the pro gram to 
America. 


A N D 


^ 
Builds 
Sturdy Heal 
Bu y in g 
th in g s 
ch eap 
has 
cau sed man y a man to g o bro k e. 


A man d o es h is best th in k in g 
after h e h as lo st h is mo n ey . 
RUSHVILLE, INDIANA. 
FHONE 257 
Rush Co . Natio nal Bank Bldg. — 9 - 1 0 
Under Superv isio n o f State Banking Dept. 
Drawin g wag es befo re p ay d ay 
is a p o o r way to beco me a Ro ck *« 
efellcr. 
Ho w to Bu y 
Med icin e 
In tellig en tly 


Sh o rt-armed men sh o u ld wait 
u n til th ey arc clo se u p befo re 
th ey g rab. 


Wh en ev er y o u n eed a med ­ 
icin e fo r th e h o me treat­ 
men t o f co mmo n ailmen ts, 
ap p ly th ese ru les: 
1. Go to th e d ru g sto re 
th at is best eq u ip p ed to 
serv e y o u wh at y o u feci 
y o u wan t. 
2 . Ask t lie d ru g g ist fo r 
th e best p rep aratio n fo r 
th e relief o f th e p articu lar 
ailmen t. 
3. Listen 
atten tiv ely to 
wh at h e tells y o u abo u t it. 
4. Co mp are 
h is 
wo rd s 
an d 
th e 
ad v ertisemen ts 
y o u may h av e read abo u t it 
with th e co p y th at ap p ears 
o n th e label. 
5 . See wh eth er th e label 
co p y co n tain s a g u aran tee 
o f p erfect satisfactio n o r 
y o u r mo n ey back . 
6 . Co mp are th e q u an tity 
an d p rice o f th e p ack ag e 
with o th er remed ies o f th e 
same class. 
If y o u will ap p ly th ese 
ru les, y o u will arriv e at th e 
co n clu sio n 
th at 
Rex all 
Remed ies 
are 
th e 
mo st 
sen sible, th e fairest, an d 
an d th e mo st eco n o mical 
th at y o u can p o ssibly bu y . 
Th ey ’re so ld o n ly a t Rex ­ 
all Dru g Sto res. 


Men can ’t be refo rmed by d e­ 
g rad in g * th em, wh ich 
ex p ain s 
wh y p riso n s are a failu re as a 
ru le. 


TREMORS IN ALBANIA 
Tirana, Albania, Feb. 2— (AP) 
Two mo re earthquakes were felt 
this mo rning in the Ko ritza dis­ 
trict, and the remaining build­ 
ings in the little to wn were dam­ 
aged. 
Incessant rain and sno w hav e 
increased 
the 
sufferings 
and 
panic o f the stricken po pulatio n 
who are lo dged in tents and 
camping in the o pen spaces. 


Let’s g iv e d u e cred it to th o se 
wh o d o th e best th ey 
can with 
wh at little th ey h av e to d o with . 


Hez Heck say s: 
“Ad am co m­ 
mitted h alf th e sin , an ’ th en 
th ey u p an ’ g iv e Ev e ev er’ d an g 
bit o ’ th e blame." 


Amo ng 
the v aried 
uses to 
which airplanes are no w put may 
be listed wo lf hunting, 
so wing 
grass seed, and detecting city 
smo ke v io latio ns. 
FIFTEEN YEARS 
AGO TODAY 
that is big eno ugh to serv e 
any business - - y et no t to o 
big no r to o busy - - to take 
care o f any indiv idual o r firm 
in a friendly *md helpful 
way - - 


r 
AGAIN 
~ 
KONJOLA WINS 


"1 suffered with sto m ach tro u­ 
ble for ten y ears” . ex claim s Mr. 
J am es W . Lawrence. Indiana­ 
po lis. Ind. “ My liv er w as slug­ 
gish and I had dizzy spells. I 
was badly co nstipated. K o njo la 
resto red m y health after 1 spent 
hundreds o f do llars o n o ther 
m edicines. K o njo la is a real 
m edicine and 1 reco m m end it” . 


Your Banking Business is 
Most C ordially Invited 
Pitman & 
W ilso n 


Tb » fy x g & i S to n 


Pro mpt Deliv ery 
PHONE 203 8 


Member o f Federal Reserv e Sy stem» 


LET THESE COLUMNS BE YOUR GUI 


! 
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W A N T A D S 


FOR SALE 


FOR 
SALE—Good 
battery, 
2 
tires an d tubes 29x4.40. 
B ar­ 
gain . Phon e 2381. 
275t2 


FOR SALE—12 
brood 
sows. 
7 
Hampshires, 5 Durocs. All full 
blood ed . 
Will 
farrow 
soon . 
Phon e 37039. 
275t3 


WANTED 


FOR SALE—Three Ford son trac­ 
tors, on e G raham Sed an . All 
n ew. Bargain if sold immed i­ 
ately. Phon e 2166 after 6 p. m. 
Man ley Pearce, R us h v ille ^ ^ 


T O R ^ S A L E ^ ^ 
erels. Mrs. George 
Cameron . 
New Sa-lem PhQI^e- 
276^ 


FOR SALE—Extra good team of 
horses. 
W eight 
about 
3200 
poun d s. Newt Buchan an . Phjon e 
25 8 , Milroy. 
276t3 


FOR SALE—To highest bid d er, 1 
Dod ge tourin g car No. 952181 
to cover storage 
an d 
repair 
charges am oun tin g to $ 24.00 at 
my garage. No. 309 E. Seven th 
St. February 18. 1931. 
Milby 
Ston e. 
Feb* 3-10 


FOR SALE—80 acres extra good , 
n ear Rushville, sprin g posses­ 
sion . Also 8 room 
resid en ce, 
bath, Areola heatin g 
plan t, 
West First St. Rushville. W rite 
Kisslin g Realty, Co., In d ian an - 
olis. 
274t4 


SHOE REPAIRING—A specialty. 
F irst grad e m aterials. NuWay 
Shoe Shop. 
252tf 


WANTED—Place as housekeeper 
by wid ow with two boys. Will­ 
in g to work 
for 
board 
an d 
room. Coun try preferred . Box 
50 % Republican . 
275t2 


WANTED—W oman lo r 
house­ 
work an d to care for child ren . 
W rite A. B. C. % Daily Repub­ 
lican . 
27 6 12 


New York—Italian an ti-fascist 
n ewspaper, Nuovo Mon d o, pub­ 
lishes statem en t th a t Mussolin i, 
ran d own an d killed child . 


PUBLIC 
S A L E 
COLUMN 


Places and dates of sale6 
in this column are of those 
who hav e taken adv antag e 
of 
the 
Republican’s 
new 
combination public auction 
rate. 'Ask about it. 


LET US SELL—Your farm or city 
property within 60 d ays. Kiss-1 
lin g Realty Co. 909 
Roosevelt ‘ 
Bld g., In d ian apolis. 
234tl5 


fo r^Seìntt 


WEDNESDAY, FEBRUARY 4 
Nelle R. Brown , ad m in istratrix 
estate of Raymon d I. Brown , d e­ 
ceased , at 
farm 
of 
d eced en t 
three miles west of Rushville an d 
on e mile 
south 
of 
Shelbyville 
pike. Gen eral farm sale. StarU 
at 10 a. m. 
MONDAY, FEBRUARY 9, 193 1 
Auction sale of 20 acre farm 
build in gs, 
implemen ts, 
a n d 
household good s of Ed ward W at­ 
son 2i miles southeast of Ar­ 
lin gton an d 
2 \ miles n ortheast of 
Homer. Sale starts a t 12 o’clock 


FOR RENT—2 garages a t 425 N. 
Perkin s St. 
, n n fl. ,,,,w ^ r v 
FOR RENT—5 room d wellin g on 
N in th St. City water. J. T. Ar-I 
b uc kle ^ jin n rfUJU * finfUUU. ?n r-^ 
FOR RENT—Light housekeepin g 
rooms. 601 W. Fifth St. 
268t7 


?OR RENT—March 1, 106 
acre 
farm , 1 mile east of Rushville. 
Call a t 511 North Perkin s.275t2 


USED PARTS 
Pontiac 
Essex 
Chalmers 
Dodg e 
Ford 
Buick 
Star 
Late Models 


0. F. Busard, Inc. 


?OR RENT—Light housekeepin g 
rooms. 601 W. 5th. 
275t6 
LOST 


LOST New 5 gallon milk can 
No. FF51. Fin d er please return 
an d get reward . Tom Miller. 
275t2 


Call 2115 
Main Cleaners 
J AMES MYERS, Mg r. 
Caterers to Appearance 


The Madden Bros. 
Co., Machinists 


Repair Work Is Our 
SPECIALTY 
YGur Old Machinery Re­ 
paired and Made Good as 
New. 
We 
Grind 
and 
Sharpen 
Lawn 
Mowers, 
Mower Sickles, Plow Points, 
Cutter Kniv es, Etc._ Boiler 
and Eng ine Repairing a 
Specialty . 
Phone 26 3 2 
5 17 -5 19 W. Second Street 


Attention Farmers! 


FOR SALE 


Fire Damag ed Wheat—50c per hun. 


Corn — 3 5c per hundred. 


Oats 4 0c per hundred. 


Reed’ s Elevator 


RUSHVILLE MARKETS 
Armour & Co. 
B. & O. Stock Yards 
Phone 3 205 
We charg e no y ardag e on 
commission. 
HOGS 
16 0-18 0 lbs., $8 .05 . 
18 0-200 lbs., $7 .95 . 
200-210 lbs., $7 .8 5. 
210-220 lbs, $7 .7 5 . 
220-23 0 lbs., $ 7.65. 
23 0-24 0 lbs., $7 .55 . 
24 0-25 0 lbs., $7 .3 5 @7 .5 5 . 
25 0-26 0 lbs., $7 .25. 
26 0-27 0 lbs., $6 .7 5 #7 .25 . 
27 0-28 0 lbs., $6 .7 5 #7 .25 . 
28 0-290 lbs., $6 .5 0. 
290-3 00 lbs., $6 .5 0. 
3 00-3 25 lbs., $6 .25 . 
3 25 -3 5 0 
lbs., $6 .25 . 
14 0-16 0 lbs., $ 7.85(6 8.05. 
120-140 lbs., $ 7.75# 7.85. 
100-120 lbs., $7 .6 5 @7 .7 5 . 
Light sows, $5 .5 0# 6 .00. 
Heavy sows, $5 .25 # 5 .50. 
Stags, $ 5.25# 5.75. 


Indpls. Liv estock 


In d ian apolis, Feb. 3 (A.m.) — 
(U. S. Dept, of Agriculture)— 
Hogs 
6,500; 
hold overs 
80; 
mostly stead y; 140-160 lbs., $8.00 
# 8.10; 160-180 lbs., $ 8.20; 180- 
200 lbs., $ 8.10; 200-220 lbs., $ 7.90 
# )8.00; 220-250 lbs. $ 7.60# 7.30; 
250-290 lbs.. $ 7.20# 7.50; 290-350 
lbs., 
$ 3.75# 7.10; 
275-500 
lbs., 
$ 5.75# 6.50; 100-130 lbs., $ 7.75# 
8 .00 
Cattle 1,500; calves 600; very 
d ull; bid d in g 50c-$ 1.00 lower on 
beef steers; 25-50c lower on she 
stock; vealers stead y; slaughter 
classes: 
steers, 
600-1100 
lbs., 
$ 8.50# 11.75; med ium $ 5.00# 8.50; 
1100-1500 lbs., $ 8.25# 11.50; m e­ 
d ium $ 5.50# 8.25; heifers. 550-850 
It*, $ 7.50# 10.00; med ium $ 4.00# 
7.50; 
rows, choice $ 4.75# 6.00; 
med ium $ 3.75# 4.75; low cutter 
an d 
cutter 
$ 2.50# 3.75; 
bulls 
(yearlin gs 
exclud ed ) 
choice 
(beef) $ 4.25# 5.25; cutter, com­ 
mon an d med ium $ 3.00# 4.25; 
vealers (milk fed ) choice $10.00 
# 10.50; 
med ium 
$6.00 # 10.0 0; 
cull 
an d 
common $ 4.00# 6.00; 
calves, 250-500 lbs., $ 6.00# 9.00; 
med uim $ 3.50# 
6.00; others un ­ 
chan ged . 
Sheep 1.300; stron g; quotation s 
un chan ged . 


du c h e ss o f com edy 
•mm. 


In d ian apolis, 
In d ., 
Feb. 3 
Trixie Frigan za, n oted sin gin g 
comed ien n e, will appear in per­ 
son a t the In d ian a theatre here 
for the week which starts S atur­ 
d ay. Kn own as the gran d d uch­ 
ess of comed y. Miss Frigan za has 
been featured on the musical 
comed y an d vaud eville stages as 
well as on the talkin g picture 
screen . Her •offerin g a t the In d i­ 
an a theatre will be supported by 
Jack Oakie in "The Gan g Bust­ 
er” an d vaud eville’ acts. 


POSEY INSTITUTE 


CHAPTER XVIII 
Ed d y laughed a little. "G in ­ 
ger’s got a swell 
d igestion 
all 
right,” he said as they return ed 
to the table, “but if she can as­ 
similate the m outhful she bit off 
this tim e she’s even better th an 
I thin k she is.” 
Gin ger heard the last rem ark. 
« "No wom an ’s better th a n 
an y- 
4 bod y thin ks she is an d m ost of us 
aren ’t so good ,” she said smai uly. 
* “It’s d umb 
to be 
as good 
as 
th a t.” 
. 
Gin ger an d Bard had 
d riven 
out to Mill Rush early th a t m orn ­ 
in g, arrivin g some 3 0 m in utes 
after Iry Ford d elivered the for­ 
eign in vasion , an d Gin ger foun d 
herself face to face with her first 
d omestic in surrection . Jen ky said 
it was too much. She was sorry, 
she ad m itted th a t she still loved 
Gin ger, an d liked Mill Rush first 
rate. B ut if an ybod y thought for 
on e m in ute th a t she was goin g to 
spen d the sum m er out there 
waitin g on a lot of 
foreign eis 
they "had an other thin k 
com­ 
in g.” She would n ’t 
live 
with 
them herself an d she was 
n ot 
willin g to subject the m ild -m an ­ 
n ered Ben n y to their in fluen ce. 
Gin ger, a 
wise girl 
for 
her 
years, took Jen ky firmly by the 
han d an d led her quietly away 


3rd 


“Jen ky, my d earest, if n ot my 
on ly frien d ,” Gin ger began , an d 
there were tears in th e blue eyes, 
-I kn ow just how you feel an d I 
d on ’t blame you a bit. I 
d on ’t 
expect you to live 
w ith 
those 
men , an d I would n ’t let you if 
you w an ted to. 
“We d id n ’t ask them out here, 
an d we d on ’t 
in ten d to 
keep 
them . B ut as lon g as they have 
come an d I have to pay their way 
back, we w an t to use them 
to­ 
n ig h t-jus t to put thin gs 
over 
w ith a sort of a ban g. Tomorrow 
they shall go right straight back 
where they belon g. You would n ’t 
leave me in such a jam on such 
an im portan t occasion , 
would 
you d arlin g?” 


Jen ky was always willin g 
to 
compromise. She said she would 
stan d an ythin g for G in ger’s sake 
for on e n ight on ly, 
an d 
when 
Gin ger d ashed off with Bard to 
d o the last cf her belated er­ 
ran d s she felt pretty easy in her 
own min d . 


F r o m P a g e O 
n e 
d ise, $ 2; 2n d —Cash, $ 1.50; 
—O. H. Wooward , cash, $ 1. 


1 t 
r n « h°M -B 2n d d Arlin gton 
t o a c o o l ' s p o t in the wood s, where 
1st—Cash, $2 , 
2n d —Arlin gton 
fallen log to 
Can n in g Co., 12 can s corn or to- they 


expressly for her. 
He 
greeted 
G in ger w ith a broad smile. 
“Now you let 
her 
rest,” he 
w arn ed her. "Don t 
go talkin g 
an d get her all tired out.” 
He d rew the light scarf closer 
about Jen ky’s th in should ers. 
» Don ’t you go catchin g 
cold 
n ow,” he said solicitously 
an d 
w en t away. 
G in ger sa t d own on the 
top 
step an d stared an d stared . 
“G in ger,”* 
Jen ky 
con fessed 
humbly, her face suffused 
with 
blushes, “you can ’t really 
say 
they’re heathen s. A kin d er an d 
more cor^id erate set of m en I 
n ever saw in 
my life. An d if 
th a t Mr. Ben ito was 
an ythin g 
but a foreign er, I swear h e’d be 
a perfect gen tlem an . He w an ts 
to buy a farm out here an d he’s 
in vited Ben an d me to spen d all 
our sum m ers w ith him an d put 
up all the gard en truck an d fruit 
we w an t. For n othin g. 
“He says Ben is 
on e of 
the 
most en gagin g characters he ever 
m et in his life. They’ve figured 
out two more good gard en plots 
an d are goin g to spad e them up 
the first thin g Mon d ay. They’ve 
m ad e out a list of seed s for you 
to brin g. He’s very fon d of bird s, 
says a lot of bird s aroun d brin g a 
house good luck, an d he s goin g 
to build bird -houses in the wood s 
for them to make their 
n ests. 
He’s goin g to catch fresh 
fish 
for me every d ay if I w an t it. 
-Gin ger, you just wmild n ’t be­ 
lieve th a t foreign ers like 
th at 
* 
so 
m an y 
n ice 


Indianapolis Grain 


if» 72 
# 7 i 
# 70 


In d ian apolis, Feb 3 <A.P.) 
W H EA T-Stead y. 
No. 1 red 
............ 
No. 2 red ................ 
No. 2 hard .............. 
WAGON WHEAT 
No. 1 red ............... 
No. 1 hard .............. 
CORN—Stron g. 
No. 3 white ........... 
No. 3 yellow 
No. 3 mixed .......... 
OATS—Stron g. 
No. 2 white ....................29 # 30 
No. 3 white ....................28 # 29 
HAY—Stead y, n o chan ge. 
No. 1 Timothy ..........$ 15.00# 15.50 
No. 2 Timothy ......... $ 14.00# 14.50 
Light Clover, extra. $ 15.50# 16.00 


71 
70 
69 


G3 
67 


58 
# 59 
55 % # 56 % 
.53 
# 541/2 


matoes; 
3 r d - J. H. Reeves, 
poun d s sugar, 60e. 
Butter 
1s t—Dr. A. G. Shauck, cash, $ 5; 
J (to receive butter). 
2n d —Ar­ 
lin gton Can n in g Co., case of to­ 
m atoes or corn ; 
3rd —C. Earl 
Down ey, cash, $ 1. 
Pic (Two Crusted ) 
IsL-sJake Reeves, cash, $ 1; 2n d 
—Cash, 75c; 
3rd —Cash, 50c. 
W hite Eggs (1 Dozen ) 
First—Cash, $ 1.50; 2n d —Cash, 
75c; 
3rd —Cash, 50c. 
Brown Eggs (1 Dozen ) 
1st—Cash, 
$ 1.50; 2n d —Cash, 
75c; 3rd —Cash, 50c. 
Quilts 
1st—Cash, 
$2.0 0; 2n d —Cash, 
$ 1.50; 
3rd —Cash, $ 1. 
Lad ies’ Embroid ery 
1st — Cash, 
$ 2; 2n d —Cash, I 
$ 1.50; 3rd —Cash, $ 1. 
H. S. Girls’ Embroid ery 
1st—Cash. 
$2.0 0; 2n d —Cash, 
1 $ 1.50; 
3rd —Cash, 75c. 
Grad e Girls’ Embroid ery 
j 
1s t—Cash, 
$2.0 0; 2n d —Cash, 
$ 1.50; 
3rd —Cash, 75c. 


W hen they return ed to Mill 
Rush a t four o’clock for a last in ­ 
spection of thin gs in gen eral, it 
^ ---- ------- 
was to fin d th a t an am azin g rev- | could thin k of 
olution had taken place. 
j thin gs to d o.” 
Tpn kv was lvin g in a ham m ock 
■ 
” 7” 
, 
, 
on the shad y sid e of the sid e. 
“B ut—they’re goin g back 
porch, w ith Ben ito han d in g her 
„ 
fn n T 
3in fra bad brewed 


to 
Chicago tomorrow.” 
\ 
“Well, I d on ’t thin k they are,” 


WALKER INSTITUTE 


Chicag o Grain 
— 
XI — I' M 
Chicago, Feb. 3 <A.P.) 
CORN 
High. 
Low. 
Close. 
Mar., n ew.... 
64 3 4 
63 
64% 
May, vn cw .. 
66% 
64 7 s 
66% 
July, 
n ew.. . 
67 % 
65% 
67 
Sept., n ew... . 
66% 
64% 
66% 
WHEAT 
High. 
Low. 
Close. 
Mar., n ew.. 
79% 
7 9% 
79% 
May, 
n ew . 
82% 
82% 
82% 
July, 
n ew. 
681/4 
66% 
68 
Sept., n ew .. 
67 
OATS 
64% 
66% 


High. 
Low. 
Close. 
Mar., n ew 
33 V4 
32% 
3314 
May, 
n ew 
331/2 
33 
33 %, 
July, 
n ew.... 
32% 
321/4 
32% 


DYNAMITE 
IN STOCK 


In Mag azine at all Times 


Leav e orders at this store for Russell Coons or 
any one y ou wish to blow y our stumps. 


RUNS DOWN DEER 
Del an d , 
Fla. 
(A.P.)—Track 
coaches m ight look in to this. Bil­ 
ly Mickle, local high school boy, 
wen t hun tin g an d shot a d eer, 
five tim es in all, but the 
d eer 
kept goin g. Billy gave 
chase, 
caught the fleet an im al an d the 
Mickles had ven ison for several 
d ays. 


Gun n Hay d on 


Spends $15 0 to Kill Coy ote 
McClellan d , la. (A.P.)—Floyd 
^eslie, McClellan d d ruggist, spen t 
$ 150 to collect a $ 10 boun ty on a 
çoyote pelt. He chased it in his 
motor car, fin ally lan d in g in a 
d itch on top of the an im al; car 
repair bill $ Ì40, med ical atten tion 
$ 10. 


Ray mond’s Chap 


will 
cure 
y our 
chapped 
hands and face. 
Keep a 
bottle handy at all times. 


Only 25 c per Bottle 
Harg rov e & 
Brown 


Home of Drug s 


F r o m P a g e O 
n e 
G ard n er. 
BAKING (OPEN CLASS) 
An gel Food 
Cake—1st. 
Floy 
G ahim er; 
2n d . Ethel 
Perkin s; 
3rd . Len a Miller. 
Devil’s Food Cake—1st. Ruth 
Wagon er; 2n d . Hallie 
W ebster; 
3rd . Floy Gahimer. 
Marble Cake—1st. Hallie Web­ 
ster; 2n d . M argaret Milier; 3rd . 
B ertha Callahan . 
Sugar 
Cookies—1st. 
B ertha 
Callahan ; 2n d . Beulah Alexan ­ 
d er; 3rd . Mary Ed mon d son . 
Gin ger 
Cookies’—1st. 
B ertha 
C allahan ; 2n d . An ice Abern athy; 
3rd . Stella Brown . 
F ruit an d 
Nut 
Cookies—1st. 
Go Id a Sm ith; 2n d . A n etta Wiss- 
in g; 3rd . Mary G ard n er. 
Yeast Loaf—1st. Hallie Web­ 
ster; 2n d . B ertha C allahan ; 3rd . 
Gold a Smith. 
Salt Risin g Loaf—1st. Hallie 
W ebster; 2n d . Sailie C arr; 3rd . 
Mary Ed mon d son . 
Corn 
Bread —1st. Sally C arr; 
2n d . Mary Ed mon d son *. 
# 
BUTTER 
1st. Evelle Wissin g; 2n d . Dolet- 
ta C allahan ; 3rd . Hallie W ebster; 
4th. Mary G ard n er. 
SEWING 
Quilt 
(Best 
Pieced 
Cotton 
quilt)--1st. Hallie W ebster; 2n d . 
A n n etta 
W ipin g; 
3rd . 
Stella 
Brown ; 4th. Glen d olia Burd . 
Coverlet (Best old 
fashion ed 
coverlet)—1st. 
Man d y 
Brown ; 
2n d . Evelle Wissin g; 3rd . M argar­ 
et Miller. 
Pillow Cases (Best P air)—1st. 
Floren ce John son ; 
2n d . 
Mary 
G ard n er; 3rd . Fan n ie Percell. 


4 H CLUB GIRLS’ EXHIBIT 
BAKING 
Muffin s—1st. Lowen e Callahan ; 
2n d . Thelm a G ard n er; 3rd . Do- 
letta Callahan . 
CANNING 
Peaches—1st. 
B ern ctta 
C ar- 
mon y; 2n d . K alheryn Percell. 
Plum s— 1st. K athcryn Percell; 
2n d . Loren e Krammes. 
Pears—1st. Loren e 
Kram m es; 
2n d . K atherin e Percell. 
Cherries—1st. Loren e K ram ­ 
mes. 
Vegetables — 1st. 
K atherin e 
PcrcelL 2n d . M axin e G ard n er. 
SEWING 
Best Fan cy Towel—1st. Gen e 
Percell; 2n d . Joen ita Burd ; 3rd . 
D oletta Callahan . 
K itchen 
A pron —1st. 
Loren e 
K ram m es; 2n d . 
G en e 
Percell; 
3rd . Lowen e Callahan . 


said Jen ky fain tly. "They w an t 
to stay aroun d a week or two to 
fin d th e tim e to pick up a good 
farm cheap. He s got mon ey in 
the ban k, Mr. Ben ito, an d 
h e s 
d ead set on bein g a 
farm er 
I 
haven ’t had such a good tim e m 
years. On e of them is 
brin gin g 
me te a or som ethin g every 
10 
m in utes, an d passin g me shawls 
an d w hat-n ot. 
"They won ’t let me turn 
my 
han d over to d o an y work, an d 
they w ait on Ben n y as if he were 
a prin ce. Ben n y says he hasn t 
had so m uch fun sin ce the o th ­ 
er blin d s 
w en t 
back 
to 
the 
Home.” , 
. 
“An d how about their in fluen ce 


# 
“Gin ger, those m en are so po­ 
lite an d so obligin g they could n ’t 
have a bad in fluen ce over a fly. 
Do you rem em ber those 12 bot­ 
tles of hom e-can n ed grape juice 
th a t Ed d y’s m other sen t 
us? 
Well, Mr. Pietro took it an d put 
it all in a barrel w ith a 
little 
sugar an d a cake of yeast, an d 
he’s goin g to m ake me some of 
his regular n ative grape 
juice. 
Mr. Ben ito says it is very good 
for the d igestion , an d he thin ks 
I’ll like it.” 
T h at settled it, of course. G in ­ 
ger kn ew it in a m in ute. Plain ly 
the foreign elem en t was in the 
ascen d en cy. 


W ith Joie d e Vivre an d the 
Jun ior Coun try Club off sim ul­ 
tan eously to 
so auspicious an 
open in g Gin ger was pretty well 
satisfied . On Mon d ay morn in g, 
Ben an d 
Jen ky 
Brooks 
were 
obliged to return 
to town , 
as 
school was still in session , an d 
to 
G in ger’s 
surprised 
d elight 
was en tirely satisfied to leave the 
m an agem en t of Mill Rush to the 
three Italian s, who were careful 
to con sult her upon all moot sub­ 
jects an d who catered to her 
opin ion s w ith a d eferen ce th a t 
was m ost flatterin g. 
They selected their attic rooms 
with n oisy en thusiasm , an d be­ 
gan to d ecorate them each 
ac­ 
cord in g to his fan cy before they 
had been on th e 
prem ises 20 
m in utes. 
An gelo chose the room on the 
southw est 
corn er 
because 
it 
comman d ed a view of the d rive­ 
way an d he liked to see 
people 
comin g in an d goin g out. He put 
a crucifix over his small 
table 
an d a fram ed photograph of his 
m other—taken a t W hite City 
above his bed . An d he wrote to 
her th a t same aftern oon askin g 
her to sen d him large 
colored 
pictures, which upon their 
re­ 
ceipt proved to be of Scriptural 
subjects exclusively, brillian t li- 
i thographs of an gels in 
action , 
souls in torm en t an d on e oi God 
Himself about His busin ess. 
Little An gelo received 
them 
w ith d elight, covered his walls 
an d asked for more. 


frec k les and h is f rie nds 
By Blosser 
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Pietro chose the room on the 
n ortheast hopin g it 
would 
be 
quiet, located as it was farthest 
from the d rive, from the ten n is 
courts, swin gs an d ballroom. 
His d ecoration s were simple, as 
became on e of his simple tastes. 
A large bottle an d a glass seemed 
sufficien t for him in the way of 
toilet accessories, an d his, on ly 
in terest in a rt was a partiality 
for m otion -picture stars, whose 
photographs he clipped from the 
rotogravure section of 
Sun d ay 
papers an d pasted on the walls. 
Ben ito selected the room 
on 
the southeast corn er because it 
was closest to the d eep 
wood s, 
an d from his win d ows he could 
hear the sin gin g of bird s an d the 
flutterin g of win gs. 
He ran ged 
the wood by the hour, return in g 
with sm all wild flowers w hich he 
had carefully taken 
up by the 
roots an d tran splan ted to small 
jars for his table an d win d ow. 
He mad e a swin gin g basket an d 
filled it with slips from the flow­ 
er boxes on the porch to han g in 
his win d ow, an d n ever th e d ay 
passed th a t he d id n ot carry up 
with 
fiim a 
curiously m arked 
ston e, a shell, an od d stick or a 
cluster of bright leaves. 
-I like outd oor thin gs,” he said 
simply. "They seem so real.” 
G in ger rem in d ed them 
again 
th a t it was out of the 
question 
for her to pay them a salary, but 
th a t as lon g as they cared to re­ 
m ain for their bare livin g 
ex­ 
pen ses an d a d ollar or two a week 
for spen d in g mon ey, they 
were 
more th an welcome, an d 
w ith 
this they 
d eclared 
them selves 
en tirely satisfied . 
(TO BE CONTINUED) 


DR. J . B. KINSINGER 
Osteopathy 
And the Abram Method of 
Diag nosis, and Treatment 
Kramer Bldg . 
Rushv ille* Ind. 


Phone 3 27 0 Rushv ille, Ind. 
Sherman L. 
W rig ht 


f u ne ral dire c t o r 


3 5 5 East Tenth 


Ambulance 
Lady 


Serv ice 
Assistant 


t 
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Baptist Society 
The Ladies Aid society of the 
First Baptist church will hold an 
all day meeting at the church, 
Thursday . 


Ì COOKlNfi VEGETABLES 


Never add soda to the water in 
which spinach, peas and other 
green vegetables are cooked in 
order to keep them from losing 


Sex ton Dance 
A/ dance will be given a t the 
hall in Sexton, Wednesday eve­ 
ning and the public is cordially 
invited to attend. 
j 


plaint on check, dem and 
$275, 
against Floyd G. Wilkes. 
The C. E. Wheelock company 
has filed a com plaint on 
trade 
acceptance for $7 5 against Will­ 
iam G. Mulno. 
Total judgm ent of $7 9 .76 was 
given William A. Yarling, execu­ 
tor of the estate of Daniel Ga- 
himer, in his suit on 
account 
against George Gahim er. 


OUT OUR WAY 
B y Williams 
THE OUNCE OF PREVENTION 


Auxiliary Meeting 
The regular m eeting of the Le­ 
gion Auxiliary will be held this 
evening at 7 ; 30 o’clock in the 


LEKISUTIVMeTES 


their fresh green color. Some i American Legion rooms. 
cooks add a pinch of granulated 
sugar which does not im pair the 
vegetables. Soda, you' know, im ­ 
pairs the vitam ine content of 
vegetables, but the sugar has no 
such 
effect, 
only 
don’t 
use 
enough to give a sweet flavor to 
the finished product. 
When you are m ashing pota­ 
toes add hot, not cold milk. If 
you add cold milk the potatoes 
will have to be reheated. Besides, 
the cold milk tends to make the 
potatoes heavy when it is added, 
j 
When serving plain boiled po­ 
tatoes. drain off the water and 


Lieutenant Governor Edgar D. 
Bush, presiding officer of 
the 
state senate, became exasperated 
the other day a t the quibbling 
Meeting Tonight 
Guest nieht will be observed I of the legislators, 
bv the members of the Garden ! 
‘ Let’s quit playing politics ani 
club a t their m eeting in thè as- j get down to J?usiness; and 
get 
sembly room of thè court 
h o u s e ! some tax rehef, 
y 
this evening a t 
7 :30 
o’clock, 
j the people are upon us. ^ 
at which Mr. G aar of Cambridge 1 
Ctiy will talk. Each member may 
i 
When forty-one bills were in 
bring 
either 
one 
or 
several 
i troduced in the 
guests. 


Milroy Club 


House 
last 
Thursday, som ething of a record 
was established. 
Not w ithin the memory of the 
, 
. 
„ oldest legislator present had such 
Mrs. Claude Crane was hostess 
flock of biUs fallen into 
the 
to the members of her fridg e 
, he various 
com m ittee- 
club Tuesday at 
her home 
in | 
P\ 
put the potatoes back in the pan Milroy. At one o’clock a prettily ; 
]eaders believed they had 
four or five m inutes before serv- 
j appojnted luncheon was served | ctpm„.ed th e' flood of bills in the 
ing. Cover the pan and put it on after which bridge-w as enjoyed ^ 
. cham ber but 
the 
men 
the oven or on a warm place on , during the afternoon. 
. 
. 
throuoh the lines, a t least 
th e stove. This will make the po- 1 
- 
- 
1 DroKe U 
B 
tatoes nice and mealy. 
If you are cooking rice in a 
Bouble boiler, drain off all the 
w ater from the rice five m inutes 
before serving. Save this water 
for soup or to use to make white 
sauce for vegetables. Put the 
drained rice back in the top of 
the double boiler, and p ut back 
covered over the boiling water in 
the bottom of the« boiler. 
Never let vegetables cook after 
they pre tender. To let them 
cook longer will make 
them 
soggy and will rob them of their 
flavor. 


Pitch In Bridge 
Miss 
Elgie 
Thom as 
was 
a 
charm ing hostess Monday night 
when she entertained with a 
pitch in bridge party at her 
home in North Morgan street. 
Following the pitch in supper 
which was served at six-thirty 
o’clock three tables of bridge 
were in session during the even­ 
ing. 


the one time. 


The senate, too, has been get­ 
ting a pile of proposed legisla­ 
tion th e last few days. Under the 
urging of Lieutenant-G overnoi 
Bush and others, however, the 
committees have kept pretty well 
up with their work. 


Wednesday Meeting 


Jam es M. Knapp, 
Republican 
floor leader in the House, saved 
a Democratic measure 
for 
the 
m ajority the other day. It 
was 


The ounce of prevention th a ts w0^ 
incnection and 
in the operation of your car is frequent inspection 
advice by expert mechanics. 


You may think your m otor is ,al.^ g.h t j o u e n t * inspeô - 
most serious troubles are 
h a i c t 
t u doU-c U 
q 
tion and tuning up by us will add life to your 
nleasure to your use of it. Drive in Now. 
BOWEN & CARTER 
AUTOMOTIVE SERVICE 
RADIO PARTS AND SERVICE — FADA RADIOS 
Perfect Circle Piston Rings. 
GouId Battenes- 
PHONE 2364. 
306 NORTH MAIN STREET. 


Rush County produces the BEST 
H O G S 


in the World 


We make them into the BEST Pork 
in the World 


For Fresh Hams, shoulders or side that y ou can 
cure successfully see us. 


McMillin Packing Co. 


Phones: 37 026—37 023 


YES! We do custom butchering and curing. 


Sugar Cured Hams are here now. 


Thursday Meeting 
A. W. T. club will m eet a t the 
hom e of Mrs. 
Grover Wagoner, 
128 East Fourth street, Thursday 
afternoon, and all Royal Neigh­ 
bors are invited. 


The Business and Professional Die Democratic platform income 
Women’s club will m eet a t th e . ^SiX bill. 
home of Mrs. Charles Schrichte,; 
K nanp 
came to 
the 
front, 
423 ^ e s t First street, Wednesday 
evening a t seven o’clock. Mem­ 
bers will please note the change 
in time. The president* also asks 


when the ^ays and m eans com 
m ittee subm itted a report recom­ 
m ending killing of the bill, with 


ATTORNEY BEGINS 
PRACTICE HERE 


William M arshall of Arlington, 
a young 
attorney, announced 
Tuesday th a t he has started law 


Thursday Meeting 
The W oman’s 
Foreign 
Mis- 
sionary society of the St. Paul’s ! Fairview, announce the m arriage 
M. E. church will m eet a t 
th e j0f their daughter, 
Mildred 
to 
home of Mrs. E tta Sellars 
and 
j Francis Noll, son of Mr. and Mrs. 
Mrs. George Wiltse in West Fifth Charles Noll of Virginia avenue, 


th a t every member make an e s -, COuld preclude furth er consider 
pecial effort to attend this m e e t-. ati0n of an income tax measure 
ing 
as there is im portant busi- ! this session. It then was recom- 
ness to be transacted. 
| m itted to the committee. 
* 
* 
* 
* 
! 
-We are all interested in 
an 
Dolan-Noll 
j income 
tax,” 
Representative 
Mr. and Mrs. Charles Dolan of j K napp said. 


the statem ent th a t such action 
ractice in Rushville and has 
i _i 
J ^ 
i l l V» 4-û 
r PATÌ 
Ci H p T*- ! * 
. 
. , 
>1 
opened an office in the law 


street, Thursday afternoon at 
2:15 o’clock 


Wednesday Meeting 
Mrs. G unn 
Haydon 
will 
be 


Connersville, Ind. 
The ceremony was solemnized 
in the parsonage 
of the 
First 
B aptist church in Connersville at 
4 o’clock Saturday afternoon fey 
hostess to the members of 
the j the Rev. William Melton. 
Mis. 
Band of Workers of the 
First Noll was graduated from Fair- 
Presbyterian church, Wednesday 
afternoon a t 2:15 o’clock at her 
hem e in North Main street. Mrs. 
John Boyd will be assisting host­ 
esses. 


view high school in 19 30. 
They 
will reside in Connersville. 


Older classes in the elem entarv 
schools all over the state 
have 
been daily visitors in both senate 
and house and ho^ 
I the court Tuesday morning. 
They always are introduced to 


rooms of Judge Will Henley. 
Mr. M arshall, who has been 
adm itted to the Marion county 
bar, was graduated from the In­ 
diana Law School of Indianap­ 
olis last June. He is also a grad­ 
uate 
of 
the 
Arlington 
high 
school. 
M arshall was ordered adm it­ 
ted to the Rush county bar by 


the legislators by their own sen- 
p a i d npo 
ator or representative. 
i F R E L * A IK 1U 
---------- 
BE GIVEN HERE 
bills is 


Sm yrna, 
Turkey— M ustapha 


Kemal is for women soldiers. He 
said at a girls norm al school: “In 
ancient 
tim es 
women 
fought 


shoulder to shoulder w ith men. 


M odem society presents no fun­ 
dam ental obstacle to women be­ 
coming soldiers.” 
LET THESE COLUMNS BE YOUR GUIDI 


a 
Co-authorship 
of 
pooular'thing this season. 
With the Senate controlled by 


AUGUST 10-14 


F r o m 
Pa g e 
O n e 
the Republicans and the Demo- Bees clarence Dyer; Fruits, Ora 
i c.rats in charge of 
the 
House, gtevens; Poultry, Ernest Privett; 
MAUZY’S 


Monthly Meeting 
! " ise law 
m akers 
have 
taken 
The members of the S. C. club j care to. whenever 
possible, 
to 
held their m onthly meeting a t have attached as co-introducer 


Bridge Party 
Mrs. Will Dill and Mrs. Sarah 


the home of Mr. and Mrs. Paul 
Morris near New Salem, Sunday. 
_ 
. 
, 
. 
, At noon a 
bountiful pitch 
in 
Guffin were charm ing hostesses ^ nner was serVed after which 
Saturday afternoon when 
they 
entertained a t 
their 
home 
in 
N orth Morgan 
street 
with » a 
bridge party honoring Mrs. Zeig- 
ler of Oklahoma. Six tables of 
bridge were in session during the 
afternoon at the close of which 
the hostesses served dainty re ­ 
freshm ents. 


Sunday Guests 
Mr. and Mrs. Jam es Honey en­ 
tertained a num ber of guests at 
their home near Milroy, Sunday. 
At twelve o’clock a delicious din­ 
ner was served after which the 
tim e was enjoyed socially. Those 
present 
wrere: 
Mr. 
and 
Mrs. 
Charles Scull, Will M ajor and 
daughter, Mr. and Mrs. Carl Enos 
' a 
and daughter, Mr. and Mrs. Earl 
Hungerford, all of the Milroy vi­ 
cinity and Miss Grace M ajor of 
Indianapolis. 


the time was enjoyed socially. 
Those present were: Mr. 
and 
Mrs. 
Paul 
Daubenspeck 
and 
family, Mr. and Mrs. Earl Heeb 
and 
daughter, 
Mr. 
and 
Mrs. 
Blaine Reeve and family, Mr. and 
Mrs. Lowell Norris and 
family, 
Mr. and Mrs. Johnnie 
M urphy 
and family, Mr. and Mrs. 
Elsa 
Hilligoss and family, Mr. 
and 
Mrs. Joe Deerin and Louise and 
Lucille Logan. 


to a bill the nam e of a m an who 
is of the opposite political faith. 
It has proved to be a successful 
policy so far. 


Introduction of bills in 
the 
senate has been fairly well divid­ 
ed, with Senators Lee 
Hartzel, 
Rooublican, Fort 
Wayne, 
and 
William V. 
Doegs, 
Democrat 
Cannelton, leading the field 
in 
the num ber bearing their nam es 
when the last count was made. 


Vegetables, Harvey. Arnold. 
G rain and Seeds, John Huf- 
ferd; Sheep, Clyde W hite; Hogs, 
Earl H arton; Dairy Cattle, H arry 
C allahan; Horses, John K necht; 
4-H club, Hugh Mauzy; Tfcnts, 
Will Redm an; and Old Fiddlers, 
Roscoe Linville. 


RED CROSS HAS 
GOOD GAIN FOR 
DROUGHT RELIEF 


T hursday - Friday - Saturday 
During Mr. Hugh Mauzy’s absence i n the interests of buying ready-to- 


w e a r f o r SPRING, we have reduced our prices far below cost to SELL 
every dress before his return. You will find them sorted on racks — all 
priced in plain figures — so shop early Thursday morning. 
Materials alone are worth many times the price asked for the 
dresses. 


Tri Kappa Sorority 
Members of 
the 
Tri 
Kappa 
sorority held a dinner-bridge at 
the home of Mrs. George Greisser 
in North 
M ain street 
Monday 


Honors Birthday 
Mrs. Jam es Dill entertained at 
h er home north of this city with 
a dinner party Sunday honoring 
the birthday anniversary of her 
husband. At the noon hour a de­ 
licious three course dinner was 
served to eight guests. 
Monday evening Mrs. Dill en­ 
tertained with a pitch in supper. 
Covers 
were 
laid 
for 
eleven 
guests a t the supper. The dining 
room table, 
where 
the 
guests 
were seated, contained a large 
birthday cake as a center piece. 
Following the supper cards were 
in session during the rem ainder 
of the evening. 


Birthday Surprise 
A number of relativ es 
g ath­ 
ered at the home of Mr. and Mrs. 
Harpie Shonk, west of this city , 
Sunday , honoring the birthday 
anniv ersary of the 
former. 
At 
noon a bountiful 
dinner 
was 
serv ed and the afternoon 
was 
enjoy ed socially and with games. 
Guests included: Mr. and Mrs 
J oen Donner, Mr. and Mrs. Lester 
Donner and children. Mrs. Lula 
Shonk, Mr. and Mrs. J ohn Buffo, 
Misses Mable Chloe, Lena Shonk 


Assisting hostesses were Mrs. 
Loren Martin, Mrs. Will Norris, 
Mrs. William Frazee, J r., Misses 
Ruth Patterson, Frances Rich­ 
ardson, Florine Walton, Thelma 
Northam, and Ruth Rehme, and 
Mrs. Horace Pearsey , Mrs. Ken- 
nard Allen and Mrs. Roy E. Har- 
rold. 
At sev en o’clock a delicious two 
course dinner was serv ed and 
was followed by a card session 
with eight tables of bridge being 
in play . Another feature of the 
ev ening was a kitchen shower 
giv en for Mrs. Mariam Winship 
Kendall of Milroy . 
Plans were completed during 
the ev ening for the 
Tri Kappa 
charity bridge party to be held 
February 11. The afternoon ses­ 
sions will be held at the home of 
Mrs. George Greisser and 
Mrs. 
Clay ton Martz and the night ses­ 
sions at the home of Mrs. Farrell 
Kimberling and 
Mrs, 
William 
Frazee, J r. 
Guests included two members 
of the Knightstown chapter of 
Tri Kappa, Mrs. Richard Miller 
and Mrs. Kenneth Wilson. 


A lot of quibbling has occurred 
over interpretation of the senate 
rules. Lieutenant-G overnor Bush 
issued more or less of an 
ulti­ 
m atum the other day not only 
with reeard to the rules but with 
regard to the deportm ent of sen­ 
ators and visitors alike in 
the 
chamber. 
From now on, he said, absolute 
quiet was to prev ail and he in­ 
tended to rule the senate with an 
iron hand. 


Up to *25=2 Dresses 
« 
In These Groups 


*1.9 5 


*2.9 5 


*3.9 5 


*4.9 5 


EVERY DRESS MUST BE SOLD 


1 .0 0 


25.00 


J URY IMPOSES 
$100 FINE IN 
TRIAL MONDAY 


Among the guests in the House 
of Representativ es during 
the 
week were Mrs. J ohn W. Kern, 
widow of the 
late 
Democratic 
United States Senator from In­ 
diana. 
and 
Ray 
Morgan 
of 
Knightstown. 
speaker 
of 
the 
House in 19 23. Both were 
pre­ 
sented to the house by Speaker 
Walter My ers. 


The roll 
call is led in 
both 
houses by an Adams. The Sena­ 
tor heading the list in the upper 
chamber is 
Ralph 
Adams 
of 
Shelby v ille, and the representa­ 
tiv e at the top of the list is Thad 
S. Adams of Danv ille, both Re­ 
publicans. 


The distinction of hav ing the 
longest name in the entire Gen­ 
eral 
Assembly 
goes 
to 
Cecil 
Rachtenkircher, Republican, 
of 
Winamac. He has no close com­ 
petition. 


F r o m 
Pa g e 
O n e 
Mr. and Mrs. Fred A. 
Caldwell 
' --------------- 
Mr. and Mrs. Robert A. 
Innis 
----------------- -- 
Mr. and Mrs. Urso Mc- 
Corkle 
_ _ _ _ _ _ _ _ _ _ _ _ _ 
2.00 
Charles J . B rooks ---------- er 
3.00 
B. F. Caldwell _ _ _ _ _ _ _ _ _ 
2.00 
Herbert F lin t------------------ 
100 
J ohn A. T itsw orth 
5.00 
Clen M iller_ _ _ _ _ _ _ _ _ _ _ _ _ 
2.00 
Charles Brown 1 ------------- 
1.00 
J ess Grigsby ------------------ 
100 
Herbert Walker ------------- 
100 
Howard Carm ichael 
1.00 j 
Beit Conde ------------------- 
LQJn 
Ben Sparks ------------------- 
L0()| 
Herman J ones -------------- 
1.001 
Griff T readw ay_ _ _ _ _ _ _ _ _ 
1.00 j 
ierschell S chm all 
+----- 
1.00 j 
Charley Wamsley ---------- 
1.00 j 
Faud Carr -------------------- 
1001 
J ames Moore ---------------- 
100 
Chester Dearinger _ _----- 
1.00 
J ohn Mills _ _ _ _ _ _ _ _ _ _ _ _ _ 
10O | 
Russell D earing er----------- 
1-001 
Wilbur Mahan -------------- 
1.001 
William Barlow ------------- 
1.00 r 
J ohn Finley ----------------- 
100 1 
Tom G erag h ty -------------- 
100 j 
Lon K ennedy ----------------- 
1001 
J ohn W orthing ton 
1.00 
Herschell P e te r s 
----- 
100 
C. W, C ross _ _ _ _ _ _ _ _ _ _ _ _ 
100 
Mary E. Nix on ---------- — 
1.00 
A F rien d ------------------------ 
100 
Oliv e M. G rim sley---------- 
1.00 
J ames W. A ik in-------------- 
5.00 
Emma S. Liddle ----------- 
4.00 
Mrs' J esse L efforg e 
10.00 
Dr. and Mi« . 
Charles 
Green _ _---------------v —' 
1-00 


and Viola Buffo, 
Russel 
and 
Floy d Shonk, all of Indianapolis: 
Mr. and Mrs. Carl Grinstead and 
sons of Holton; Mr. and 
Mrs. 
Donald Shepherd and children 
of Milroy , and Mr. and Mrs. Os­ 
car Passmore, west of this city . 


F r o m 
Pa g e 
O n e 
for $8 5 damages against Will 
Trennepohl. 
The Capitol Lumber company 
has filed a complaint on account 
and to foreclose mechanic’s lien, 
demand $406, against Lida Far- 
low. 
Otto F. Busard has filed a com- 


A tribute to the late Represen­ 
tativ e George L. Saunders of 
Bluff ton, who died on the 
ey e 
of the legislature, is carried 
in 
the final report of the 
Indiana 
State Tax Surv ey 
Commission, 
which submitted its final report 
to the assembly this week. 
Representativ e Saunders was 
a member of the commissionn a in­ 
tending nearly ev ery session, and 
the commission makes recogni­ 
tion of his work in a forewords to 
the report. 


Materials 


FLAT CREPES 


SATIN CREPES 


CANTONS 


VELVETS 


GEORGETTES 


ALLCOATS — ONE -HA LF PR IC E 


Total 
$534.50 


BIRTHS 


Born to Mr. and Mrs. Charles 
Edward Towne, a girl, weighing 
8 pounds at their home in North 
J ackson’street at noon Tuesday . 
The baby rwasr named 
J aiiet* 
Dolores. 
*■**— ........... 


WANT ADS BRING RESULTS 


Pairs of Slippers 
In a Great 
3-Day Sale 


Values Up To 
$10 


Patents 


Brown Calf 
Satins 


High and Low 
Heels 


Sale Begins Thursday Morning 


Bargain Tables 
on our 


Second Floor 


Some Articles 
Slightly Soiled 


1 0 
Table 
25 Table 
39 Table 
49 
Table 


All Item? Worth Many Times 
What They Are Marked 


Daily Markets Quoted 
'-' For Interested Fanners 


' 
— \ 
- 
/ 


TVT TOT TT 7TT T T"1 
RLJSHVILLE 


ol 27, No. 276 


FfiElSl 


BE KIH fent 


Established 1840 


Read the Advertisement* 


— It Will ?ay You WeB 


Rnshville, Indiana, TuesdayrFebruary 3. 1931^ 
Pages 
By Carrier—12c per Week 


NEWSPAPER MAN NAMED 


j.- Indiana 
Hrl|r 
Become Secretary to Con- 


11 LI 1 L. 
pressman Larrabee. 


Pair Board Selects Commit 


*ees and Make Plans for 


the Annual Event. 


ABERCROMBIE WILL 


AGAIN BE PRESIDENT 


Several Changes Made in De- 


partment Heads at Session 


Held on Monday. 


Definite action concerning the 


annual Bush county free fan- 
was taken at a meeting of the 
fair board Monday night in.the 
county treasurer's office. The 
dates of this year* fair were of- 
ficially set as August 10,11,12,13 
and .14. 


Several 
important 
changes 


were made in the routine of the 
fair. «*he premiums on ponies 
and pony races were changed, 
making four premiums instead 
of three in each class. An addi- 
tional premium was also placed 
on each' sheep class, making 
three awards instead of two. 


The corn awards were abolish- 


ed, the fair board feeling that all 
these would be determined at 
the annual Rush county corn 
show. The dog department was 
also eliminated while the auto 
display was removed-as a unit, 
being left in charge of individual 
automobile dealers. 


The members of the board felt 


•that some premiums had to be 
cut to view of the fact that $2,- 
473 was paid out in premiums 
[last year. The fair was granted 
$2,000 of the county funds, as it 
was last year, but aside from 
this," tiie only meabs of revenue 


[board members pointed out. 


Officers for this year's fair are 


Frank Abercrombie, president; 
W. A. Alexander, vice-president; 
Homer Cole, secretary; and Jack 
Knecht, treasurer. 


Most of the department heads 


will fee <&e same as last year al- 
though there were a few changes 
made Monday night. Two new 
departments were also added. 
Jesse Beters was placed in charge 
of the fan- police department 
while Burl Hinchman was named 
bead'of .the pony department. 
Other department superinten- 
dents are as follows: 


Grounds, W. A. Alexander; 


township shows, Will E. Logan; 
Music. Roy Mitchell: Lighting, 
Haray Petry; Pullmeter, Harold 


Finance, Jack Knecht; 


iting concessions. Howard 


; Concessions, W. 
M. 


; 
Education, 
Ernest 


Brown; Made in Rush County 
Products, Jesse Drake; Beef Cat- 
He, Ertle Price; Art, Edith Cain; 
Culinary, Mrs. Cliff Winship;- 


TURN TO PAGE Six 


Dr. W. H. Larrabee of New Pal- 


estine, congressman-elect -from 
this district, has announced his 
selection of Newton M. Goudy o: 
Newcastle, as his secretary, when 
Ihe assumes office an March 4 in 
Washington. 


Mr. Goudy, who is 25 years old 


is a reporter on the Newcastle 
Courier-Times afid before the 
papers/were consolidated, he was 
employed" on ttie Times, owned 
by Walter S. Chambers. Mr 
Gcudy is looked upon as beinf 
most capable. He is married and 
with his family of two children 
is preparing to-move to Wash- 
ington to take up his new posi- 
tion. 
. 


LOOT STOLEN 


THE NIGHT 


XT MILIA STORE 


Robbers Enter Silvertharn and 


Hunperford Hardware Store, 


Taking Away Mer- 


chandise. 


NEW SALEM FARMER 


ALSO LOSES CORN 


Two robberies in Rush count.? 


Monday night or early Tuesday 
morning occupied the attention of 
Sheriff Compton and deputy Ed 
Compton Tuesday morning and 
hese officers are conducting an 
nvestigation. 
The Silverthorn and Hiinger- 
ord hardware store in Manilla 
was the heavy loser as nearly a 
dozen pdgket knives, -a few 


John McDaniel, 22, of Arling- 


ton, "was found guilty of con- 
tributing to delinquency of a 
Posey township girl by a ju- 
venile court jury last night after 
short deliberation. The verdict 
called for a fine of $100 and 
costs. Maximum penalty Oh the 
charge is a six months jail sen- 
tence and a fine of $500. 


McDaniel went on trial here 


yesterday morning. Prosecuting 
witness in the case was Norma 
Dearinger, 
18-year-old 
Posey 


township girl, who is an expect- 
ant mother. The girl has filed a 
sastardy proceeding against Mc- 
Daniel in Justice of Peace Stech's 
court. 


The case was given to the jur- 


ors shortly before 6 p. m. and 
the verdict was reached -about 8 
o'clock. 
In his closing argument, Prose- 
cutor Albert C. Stevens urged the 
ury^to sentence McDaniel to 
•stop this business of 22-year- 
old men running around with 
17-year-old girls." 


Judge John Craig of Greens- 


burg was in the local court Tue4- 
lay morning, taking action -in 
cases in .which jAe is ..special 


are 'concessions and donations,, watches, some .22 caliber cartrid- 


ges, several cartons of cigarettes, 
a large quantity of scrap and 
dug chewing tobacco and many 


lEiQUNS TO STAGE- 


Attendance Expected To- 


by Jackson-Cox Post 
at Headquarters. 


)ADCAST PROGRAM 


WILL BE A FEATURE 


Large attendance is anticipat- 


by members of Jackson Cox 


Veterans of Foreign Wars, 
e oyster supper and pro- 
to be held at the post 


[quarters tonight.' 


All overseas veterans in the 


Bounty -have been invited to at- 
tend the session. The meeting 


be one of 2,000 to be held 


simultaneously in 
the United 


States. The veterans will-listen 
la on a radio broadcast from 
Washington, wnTch will inaugur- 


tlie 1931 membership cam- 


_ L of the V. F. W. 
Raymond Benning Jackson- 


post commander, will pre- 
at the program following 
_ oyster supper tonight. The 
[supper will be served at 6 p. m. 


I2ie message to be,broadcast 
[ibelieved to be of'general in- 


to the public and. local 


._ ; officers invite rajflio owners 
o %une in and receive*' the pro- 
" 
i from Washington, 


cigars were taken from that 
tore. A few finger prints were 
eft by the thieves. 
Entrance to the building was 


gained by tearing off a screen 
irom the east window on the 
north side of the building, and 
he robbers were neither seen nor 
heard by Manilla residents, ac- 
ording to reports. 
The store is located across the 
treet from the Manilla grain 
levator and the window chosen 
as a means of entrance is locat- 
d in a secluded corner. The 
tore was not badly ransacked 
ut a complete checkup will be 


necessary in order to determine 
the'full amount of the loss. The 
robbery was not discovered until 
he place was opened for busi- 
ness Tuesday morning. 
The store is owned by Ovid Sil- 
verthorne and Donald Hunger- 
ford. This robbery was the first 
occurring in Manilla for a long 
time. 
Between sixty and seventy bu- 


shels of corn were stolen from 
Virgil Wilson near ^Jew Salem, a 
large truck evidently being used 
to carry away the stolen • grain 
The corn was taken from a crib, 
which was located far from any 
dwelling. Sheriff Compton. who 
investigated, stated that it was 
likely-that the theft was com- 
mitted a few hours atfer mid- 
night. 


. 


udge. One of these was settlefr 
>y agreement, judgment being 
bund .against Merle Thomas for 
lift) hi favor of Luther Caldwell, 
>laintiff in a complaint for mali- 


Things Going On In 


Rushville Tonight 


St. Mary's choir rehearsal at 


7:15 p. m. ' 
Directors of Chamber of Com- 


merce meeting at the court 
house. 
Legion Auxiliary meeting at 


Legion hall. 


Garden club meeting in assem- 


bly of the court housed 
__ 
Pythian Sisters meeting at 7:30 


p. m. 
. 


County Red Men meeting. 
Eagles meeting. 
• 


Oriental Lodge meeting {col- 


ored). 
' /', 
Phi Delta Kappa meeting. 
City Council meeting. 
Talking .pictures at the .Prin- 
cess theatre. - 
'« 
:, 


Indoor golf and shuffleboard 
at the Princess links. 


Golf at the Arrowhead Indoor 


links. • • . ' . ' . • . 
„ ..,-. .* 


THE .WEATHER 


INDIANA ,— Fair tonight and 


Wednesday except somewhat 
unsettled i tonight 
> extreme 


noith'portion- somewhat cold-; 
«r Wednesday central 
~ 


.north portions. : 


John McDaniel of Arlington 


Found Guilty in Delin- 


' quency Case. 


CLEVENGERS.ENTER 


NOT GUILTY PLEAS 


Several Cases Disposed of But 


Many New Suits Filed 


, in Court. 


ious trespass. 
Fred 
Clevenger, 
Jr., 
and 


The Walker township institute, 


icld Saturday at Homer, was well 
attended at each session and of- 
ficers, for 1932 r were, elect 
both Che men and ladies" divK 
sions. 
' 
• 
;,' 
In the men's division D. JM. 


Callahan was named chairman, 
William Webster, vice chairman, 
Ralph Miller, secretary and Paul 
Imel, treasurer; in the ladies di- 


Charles Clevenger were arraigned 
in court Tuesday morning and 
entered pleas of not guilty to 
harges of unlawful sale of in- 
x>xicating liquor. The two reside 
near this city. 


Judgment totaling $93.80 was 
ound for the Reeves Grain and 
?iiel company against ;Glenna 
Lee, promissory note and. ac- 
ount, $100. 
Judge Craig of Greensburg was 


appointed special judge in the 
,ase of Violet D. Solomon, admih- 
stratrix of the estate, of George 
D. Solomon, deceased, against 
/lolet Solomon, et aU petition to 
ell real estate. Judge Hugh 
iKTickens of Greensburg was ap- 
jointed as special judge in the 
.ase. against Thomas Pell and 
Delphon Sweet, charged with un- 
awful possession of intoxicating 
iquor. . 
The Capitol Lumber company 


has filed a complaint in replevin 
or $50 against Wilbur C. Nowlin, 
t al. 
: 
Ernest Stevens has filed a suit 


TURN TO PACE Six 


SPUE TEETH, NEXT THING 


Chicago, Feb.. 3—(A.P.— 


Spare teeth may be just so 
much excess baggage-most of 
the time, but~like spare tires 
they are mighty convenient 
in emergencies, delegates at- 
tending an 
international 


convention of dentist, were 
told. The speaker was Ernest 
E. Dalton, laboratory expert \ 
of Chicago. . v 


"No one depending on false 
teeth," he said, "should con- 
template a long trip without 
a spare denture in his. travel- 
tag bag." 


, O. O. F. TO GIVE 


DEGREE WEDNESDAY 


Franklin Lodge No. 35 I. O. O. 


F.; will continue the work started 
a few weeks ago with the second 
degree Wednesday 'evening at 
,he regular meeting of the lodge? 
The officers-in charge anticipate 


large attendance/'clue.to the 


interest aroused ^.a't "the last 
meeting when "the "first degree 
was conferred, wltn*visltdrs'pres- 
ait from Arlington, Glenwood 
and Lewisville lodges. 


.Light refreshments _1will J 


served.:after thejfork,, the 


having^jjrpyid' 
eats at the last two sessions.- 


L00$ WHAT THE|;FX)tJND IN TEXAS ! 


The pigpen of T. W. Tidwell, above, rancher, living near 
Dallas, Tex., has become a showplace following his discovery in 
the ground there of the fossil remains of a prejiistoris monster. 
Dean E. W. Shuler of the School of Geology, Southern Method- 
ist University, has identified the skeleton as,that of a plesio- 
saurus, which roamed Texas some 2,000,000 years ago. \ 


POSEllNSTITIllE TO BE 


•ision, Mrs. Paul 
named president, 


Miller was 
Mrs. 
Lorie 


Posey township farmers insti- 


tu'te will open at 7 o'clock Friday 


.at the •'"•Arlington/ scool 


" and will 


Miller, vice president, Mrs. Oscar 
filler, secretary and Mrs. Ethel 
Crammes, treasurer. 


The ^opening session was held 


Friday night at the Homer Chris- 
tian church. Features of the 
evening were music by the Hom- 
er Concert Band sponsored and 
directed by Mrs, Ora lower, cor- 
net duet by Joenita Burd and 
Lorene Krammes; address on 
,ommunity spirit and co-opera-, 
tion by Clarence Henry, county 
agent of Marion county; invoca- 
ion and benediction by the Rev. 
Oscar Jean of the Manilla M. E. 
,hurch. There was a large and 
appreciative audience. 


The second session was held 


Saturday morning at the Homer 
school. The speakers aud subjects 
were Albert Ferris, "Growing 
and Utilization of Sweet Clover." j 
VIrs. Etta Gulliams, "Stumbling! 
Blocks and Stepping Stones." At' 
noon there was a^ pitch hi dinner. 


In the afternoon Mr. _ Ferris 
poke on "The Obligations'bf Cit- 
izenship," and Mrs. Guilliams 


The End of the Rainbow." 


The attendance for the forenoon 
ession was 102 and in ihe after- 
noon 12ft were registered. • . - 
• 


There were many entries in 
he exhibits and'close competi- 
ion marked the show. The 
awards for the various entries 
were announced as follows: 


4 H CLUB CLASS 


CORN 


10 Ears—1st. Clarence' Em- 


holt; 2nd. Estel Callahan; 3rd. 
Hubert Callahan; 4th. Ralph 
filler; 5th. Carl Weingarth; 6th. 
Wallace Wissing. 


Single Ears—1st. Estel Calla- 


han; 2nd. Mull Webster; 3rd. 
Jlarence Emholt;- 4tii. -Ralph 
Miller. 


OPEN CLASS CORN 


10 Ears—1st. Clarence Emhplt; 
Estel Callahan; 3rd. Hubert 


Callahan; 4th, Ralph Miller; 5th. 
Carl Weingarth; 6th. Wallace 
Wissing. 
Single ears—1st. Estel Calla- 


hari; 2nd. muuc-Webster; *3rd. 
Clarence -Emhplt; 
4th. . Bob 


Jrown. 
^ 
~ 


Larges Ear—1st. Estel Calla- 


han- 2nd. Eugene Gardner. - -. 


Freak Ear—1st. Estel Callahan. 


'x .POTATOBB? ' " - 


Best-Peck (any'Variety)—1st. 


Dan McColley; 2nd. O. L Gard- 


_ 
day Saturday. All 'entries must 
be in place by -10 o'clock Satur- 
day morning. . 
i. Mrs. Bessie Zigler and Albert 
Ferris, speakers from Purdue 
university will appear on the. 
program Saturday morning and 
afternoon. The school will fur- 
nish the music for Saturday and. 
a basket dinner will be served at 
noon. Table* service and well 
filled baskets are Requested of 
all families attending. 


Rev. C. I. Stephenson of this 


city, will give the address, Fri- 
day night -with, the Rev. Charles 
Goode asking the invocation. 
Music will be provided, by the 
"Song Birds," and a reading will 
be given by Misses Marine Lee 
and Delpha Collins, 
v.- Following is the premium list: 


MEN'S DEPARTMENT 


Local Farmers — 10 Ears Corn 


• (Any Color) 
' 


1st — Farm Bureau Service 


Station, bankage, $3; 2d— Pete 
Northam, 125 pounds fertilizer; 
3rd — Jodie Miller, cash, $1. 
Local Farmers—Single, Ear (Any 


__ ; i3rd.^amer4Snflth; 4th.-Eu- 
gerie; Gardner^ &>~".<•" ~~r.' -"' S 
". Eugene 


TURN TO PACK-FIVE f,v" 
1 
".t 


I Color) 


1st—Hutehinson & 


pounds tankage, $3; 
Addison, cash, $2; 


/ 


100 


2ndx^:Mack 
3rd—FSrest 


McDaniel, 1 gallon oil, $1. . v 
Club Boys— 10 Ears (Any Color) 


1st— Posey Farm Bureau, cash, 


$3^ 2nd— Northam Garage, cash, 
$2; 3rd— Cash, $1.50; 4th, Thom- 
as Proctor, cash, $1; 5th— Cash, 
50 cents. ' 


Club Boys— -Single Ear (Any 


Color) 


1st— Brown & Pfiunmer Gar- 


age, cash, $2; 2nd,— Cash, $1.50; 
3rd— Johnnie Wicker, cash, $1; 
4th— Cash, 75c; "5th— Cash, 50c. 


Potatoes— 1 Peck (Any Va- 


" riety) 


1st— Posey Farm Bureau, cash, 


$2; 2nd— Noble Beckner, cash, 
$1; 3rd— Cash, 50c. 


LADIES' DEPARTMENT 


Angel Food Cake 


1st — Cash, 
$4; 
2nd— Cash, 


$2.50; '3rd— Cash, $1150. 


White Layer Cake 


1st— Casti, $4; 2nd— Cash, $2.50; 


3rd— Cash, $1.50. 
r 


Angel Food Cake 


1st— Cash, $4; 2nd— Cash, $2.50; 


3rd— Cash, $1.50. 


Cake Doughnuts 


1st— Cash $1.75; 
2nd— Cash, 


$1.25; i3rd— 4Dash,-75c.' , r 


* yeast' Bread. 
lst^-J. M. Hufferd, 25 baby 


chicks; 2nd— Farm Bureau, cash, 
$2* 3rd-rJ.;M. Eaton, 24 pounds 
of flour, $1. 
r 


, -Salt Rising Bread - - 


1st— Farm Bureau,- cash, $3; 


2nd— Nelson's Hardware "Com- 
pany, 


OBJECT 


OF ROW IS 


TOPIC 


Rev. H. E. Lobaugh Speaks 


Before Club on Advance- 


ment of World Peace. 


CHRISTIAN MISSION^ 


SUPPORT IS NEEDED 
1 


\ 
' . • 


Club Enjoys Musical Program 


""Giveir by Miss Leach 


and Accompanists. 


A definite way to promote the 


"sixth object of Rotary— advarice- 
ntent of world peace-ris to sup- 
port Christian missions, in the 
opinion of the Rev. H. E. Lo- 
baugh,i pastor of the First United 
Presbyterian church, who ad- 
dressed the local club at the 
weekly luncheon Tuesday at the 
Odd Fellows building. 


The Rev. Mr. Lobaugh appear- 


ed for the first time before the 
Rushville club since assuming 
the 
pastorate 
of the 
local 


church, and was intrdouced by 
E. R. Casady, who arranged for 
the program. 


Mr. Casady also presented Miss 


Frances Leach, local whistler, 
who offered two numbers with 
accompaniment on the piano by 
Miss Laura Gfllman and on the 
violin by Donald 'Meyers. Miss 
Leach was 'rewarded with hearty 
applause for each selection. 


Guests present for 
today's 


meeting included William A. 
Yarling of Shelbyville, Dr. Beale 
of Clarksburg and Lowell Green, 
Jr. 
' 
' 


Wilford Morgan was intro- 


duced as the 'junior Rotarian for 
the coming four\ weeks by Paul 
Carmack. 
'"'. •'- ' 
' 


COMMISSIONERS IN MEET 


County Board Convenes Monday 


'• and Will Also Be in Session 


1 
on Wednesday. 
x 


The Rush county commission- 


ers held a meeting Monday and 
wilTgb in session again Wednes- 
day afternoon. 
The commissioners Monday in- 


spected the John A. Nelson drain 
in Jackson township and also 
appointed viewers for the Robert 
pi 
Kennedy road 
(Seventh 


street) in Rushville township. 
Burne'y Swain and Burl Hinch- 
man were appointed viewers. 


Representatives of the wo- 


men's federated clubs of the 
county appeared before the com- 
missioners and asked.that a.rest 
room be installed in the court 
house. This matter was dis- 
cussed and taken under advise- 
ment. 
. 
" 


POSTS FROM 


MEETING LUST 


ceived a warm compliment from 
A. G. Haydon, retiring president 
of the Indiana Hardware Deal- 
ers association, for the way his' 
high^school debating teams per- 
formed at the annual meeting of 
the state hadrware men In In- 
dianapolis last week. The nega- 
tive and affirmative teams gave 
their debate before the associa- 
tion. Mr. Carmack also praised 
Mr. Haydon for the treatment/he 
and the debating teams received 
at the convention andx comment- 


TURN TO PAGE THREE 


MILROY SALESMAN 


Carlos McKee, 38, Fxmnd Dead 


Tuesday Morning in Hotel 


Room in Sioux City. 


HAD ONLY RECENTLY 


VISITED HIS PARENTS 


Word na&'Cbeen received \ft the 


sudden death of Carlos M;Kee, 
38, of Milroy, who was I\ynd 
dead Tuesday morning in. a hotel 
at Sioux City, Iowa. Heart, trou- 
)le was given as the cause of 
death. 
" 
' : 


Mr. McKee, who had been em- 


)loyed as a traveling represen- 
ative of a jewelry firm, had on- 
y a ;few days ago returned to his 
sales territory after a visit with 
lis parents, Mr. and Mrs. W. L. 
McKee, of Milroy, and had ap- 
peared to be in excellent health 
at that time. 


H6 was born in Milroy and had 


spent' most of his life in that 
community. He. was a" graduate 
of Milroy high'' school and had 
attended Purdue university. He 
enlisted in the cavalry during 
he World war and was later 
transferred to, an^ officers' train- 
big camp. He was a member of 
the Milroy ' UvPt church, the 
Masonic lodge of* that town -and 
of the Shrine _at Indianapolis.^ 


The family was^ notified of Mr. 


McKee's death. by. the Sioux City 
Masonic lodgelandjthe>hody wUl 
>e brought to MilrjQyr,fpr^ burial 
although f uneraiJSaTangements 
iav,e. not beenTcolnpleted.,, , . . 
Surviving relatives' are1 the par- 
ents; a brothe'rv;J3va£l£Milroy; 
and two- stetersT,Mts. ^Florence 
Allen of Monmouth, ni.,5and Mrs. 
Dorothy Senour. of near Milroy. 
' 


All Seventeen Posts and Auxili- 


aries Represented at Con- 


flave Held in Shelby- 


ville. 


RUSHVILLE MEMBERS 


AMONG THOSE PRSENT 


'* 
- —' 


Representatives from the sev- 


enteen American Legion posts 
and then- Auxiliaries in the sixth 
district attended the joint con- 
clave held in Shelbyville Monday 
evening. It is an unusual feat- 
ure for all the units to be pres- 
ent. At seven o'clock a banquet 
was served at the Strand-Alcazar, 
which was followed! by a pro- 
gram, 
- 
•-•«-."_• 
;-.? 
• 
• 
.Music was furnished by- the 


accbrdian band of the sixth dis- 
trict Auxiliary, which is the only 
one of its kind in the United 
States. This band is under the 
direction of Paul Neusbam of 
Richmond, accordianist of^the 
Richmond Legion band. Mrs. 
Vaun Seybert of Indianapolis; 
national radio chairman, who 
was a, guest at the banquet, 
Monday evening, was the first 
o'ne to donate to the fund being 
raised to^ take this band to. the 
national' convention in Detroit. 


The meeting was presided over 


by Guerhey Qray, district com^ 
mander, and 'Mrs. L. V. Hauk, 
committeewoman of the Auxili- 
ary^ "Principal speakers for the 
evening were: Floyd Young of 
Viricenn&s, state commander; 
Frank Samuel, assistant nation- 
al adjutant;vMrs. Lenore Bussell, 
Df>, Greenfield, state president, 
and Mrs. Lydia Combs of Bloom- 
field, twice state president. 


During the business session, it 


was announced that the Legion 


flocked into -the 
senate tcpmmittee]*hearing 
brother,\CuflHs,jpreceaed'hini 


v - 
' 
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TWO BUREAUS TO 


MEET THIS WEEK 


Meetings of. the Orange and 


Union township farm .bureaus 
are scheduled for this week." 


iThe Orange bureau will meet 


at the Big Flatrock church 
Wednesday night ?.t 7 o'clock, 
according' to Connelly Ryle, 
chairman and the Center town- 
ship bureau will present its show, 
"Oh, What A Family!" 


The Jackson township bureau" 


will present its play at the regu- 
lar meeting of the Union town- 
ship bureau at the Gings school 
Thursday ngflit: Or B/:Riggs of 
Purdue-will talk on the Corn 
Borer. 


Contributions Monday Were 


Largest Single Day in 


Present Drive. 


- 
"x 


JUST AN 'EVEN $100 


ADDED TO THE LIST 


Posloffice Employees, Wesley. 


M. E. Church and Others ' 


Help the Fund. 


With the receiving of $25 from 


the employees' of the post office 
and also a twenty-five •• dollar 
contribution from Mr. and, Mrs. 
Robert A. InniSi the drought re- 
lief fund of the Rush county Red 
Cross, passed the five hundred 
dollar mark, Monday. 'One hun- 
dred dollars in donations were 
received Monday, which is the- 
largest day's receipts reported 
since the fund started. 
. • 


A committee of the Wesley M. 


E. church solicited the members 
of that church, with nine dollars 
being turned in by that commft;- 
tee, and it along with several 
other large donations brought 
tiie fund up to $534.50. The Red 
Cross organization has already 
forwarded $300, which makes .the 
total for tHis county over $800. 
The committee in charge is very 
much pleased with the response 
made in the last few days. 
Through . a misunderstanding, 


Pauline McDaniels was reported - 
as giving one dollar in Monday's 
report but it should have been 
Paul E. McDaniels. 


Monday's donors consisted of 


the following: 
Previously reported -. --- $434.50 


C. Rainey •••'. ___ ii—_ __ 
1.00 


Mr. and Mrs-. H>L. .Bun- 


Mr. and Mrs. N. P. Fletcher 
Mr. and Mrs. Willis Sum- 


merville 
— 


Orvffle Ealey _—jiL^____ 
Mis? Fannie Ramey —--.,- 
Luther Ramey*— 
^~- 


J. E. Bean 
Luther Bundrant __; 
Kellar Davis __ 
: 


Roy Evans 
. 


George Adams 
Robert MUler —__-—.— 
William Lewis : 
— 


Mrs, Tracy 
Alice" Miller 
Robert Wills 
Pinkie Bundrant 
Herschel Bundrant 
Children of Wesley M. 


E. church ____ 
—••— 
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TECHNICAL DEBI1ES 


OCCUPY IHE ASSEMBLY 
/I 


MRS. JOHN CALLAHAN DIES 


Former Resident of Arlington 


^ Expires in Cincinnati Fol- 


lowing Operation. 
> 
^ 


/Mrs. John K. Callahan, former 
Arlmgton* woman, died at her 
home in Cincinnati yesterday af- 
ternoon. Her death followed 'a 
recent operation from which she 
failed to recover. 
" - 


According to word received" at 


Arlington" funeral services -wilf be 
held at ^.Thursday afternoon to 
Cirictonatiiwltb, burial there: - 
Mra.^Callitiwi was- 'formerly 


s=Lena ^Logan^ and* was well 
iwrE throughout tbe" western 
^r.^ttjr.vr. county.; Sfielleffe 


Senate Discusses Subject o^Lim- 


iting Governmental Budgets 


. in Meeting Today. 


HOUSE RAILROADS IN 


FULL CHEW MEASURE 


Indianapolis, Feb. 3 CAP.)— 


Debates in the legislative halls of * 
the Indiana general assembly 
were a bit technical today. 
x 


_ The senators talked at length 
on the subject .of limiting gov- 
ernmental budgets. 


The representatives delved m~- 


to railroads while discussing a. . , 
committee report on the "foll- 
crew" bill, a measure that pre-j 
scribes the number of trainmen- 
that shall be assigned to pas- 
senger ,and freight trains. 


The budget limitation measure1 ' 
is' designed to cut>down the ex- ' 
penditures by various lodal , 
governments 
throughout the" 


state in 1931 and,1932._ 
* % 


There was some more techntr" , 


cal discussion before,th§ senate? 
committee which, is- conducting 
an inquiry into the state high-r ; 
way commssion'Sr affairs. 


There seemed to tie no 


of ttie flood of bills 
threatening 
to," 


The repreesntativ,e»-caine;-i-f( 
ward with 28 new measures 
morning. 
t High school 


•-K^^-^^-^^^m 


T 
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The Shortridg*: Bta& Devils; 


have no, game this, week until 
they come here Saturday night 
while to the Lions, the Shortridge 
game- will! be, just, a secondary, 
matter as KnshmUe meets/the 
Big One at ConnecsviUe Fnday 
nigfct. 
• 


'Goach. Peteiman is., working Ms 


Shortridgers this week in an ef- 
fort to get them out of a slight 
slump. "Bhe city team, you know, 
went for weeks and weeks at the 
start of the season without los- 
ing a game. 


SHORTRIDGE SECONDS AND 


MONS GUBS; WILL PIAV W 
THE 
SEMI-WIND'OP 
WHILE 


<3«EENFIELD FRESHMEN AND 
LOCAL JUNIORS WILL OPEN 
SATURDAY NIGHT'S PLAY. 


Joe Scheleen of the ShelbyvUle 


Republican gets very 
orthodox 


about explainingi his part as co- 
author of -Bear'stories of Blue 
River." 
— s — 


We got a kick out of one of 


Joey's remarks, however, which 
we think one of the week's best 
wisecracks: In speaking ofr the 
Newcastle Trojans' big victory 
splurge, Joey states: "The men 
of Troy seem to be going along 
just a-Helen." 


SPARTAN 
FANS 
BELIEVE 


THAT THEIR TEAM. HAS THIS 
FRIDAY NIGHT AFFAIR IN THE 
BAG, SIMPLY BECAUSE THE 
LIONS 
WERE 
BEATEN. 
IN 


THEIR OWN DEN. 


— B — 
Rush ville, is playing a whole lot 


better ball now than was pat out 
at that time. 


It is fair to presume that 


Connersville has improved, too. 
Those who saw the Spartans per- 
form at the Greensburg tourney., 
however, can readily believe' that 
Connersville could stand some 
improvement. 


vasions, Raleigh nwist be takea 
care of . befoiifr 
thei county 


.champs can carry- the." shoe into,, 
the sectional tourney. 


NEW 
SALEM TOOK 
THE 


.TROPHY FROM MANILLA AT 
THE COUNTY TOURNEY AFT- 
ER THE OWLS HAD SNATCHED 


FROM' MORTON A\ FEW 


HOURS BEFORE. 
_ B — — 


. Wemay.be' wrong,, but, it runs 
in our. alleged mind, that New 
Salem, 
Miltoy, 
Manilla 
and 


Morton- have been the 
only 


schools to ever gain possession ol 
this Shoe. 
' 


— 3 -- 


If 'that's not- right we presume 


we'll hear about it. 


— B — : 
RALEIGH, 
FORCED 
TO 


FOREGO MANY GAMES ON 
ACCOUNT 
'OF 
SMALLPOX, 


WILL PLAY THREE' EXTRA 
GAMES THIS MONTH. 
_B._. 
. 


These tilts are witto Lewisvilles 
7th; Carthage, llth; and Arling- 
ton. 18th, all games to be played 
at Raleigh. 


An unknown quantity (to us) 


yclept Smith was in the Spartan 
lineup at forward in the Jeff 
game, Kee being temporarily on 
the shelf with something or oth- 
er. 


— B — 
SMITH FAILED TO SCORE 


AND WAS FINALLY BELIEVED 
BY KEE, THE SPARTANS WIN- 
NING BYTWO POINTS. 


— B — 
Mr. McFoney wonders if this 


substitution was the key to vic- 
tory. 


And now four items from the 


temperamental typewriter of the 
well-known E. I. Higgs of Spar- 
tantown. Count 'em—four: 


Well, this is the week of the 


-Battle of the Century" and the 
chances are that the old gym will 
be packed to the guards. Yea,-the 
roarin' Lions of Rushville will be 
here Friday night to battle the 
.Spartans. Both teams will, play 
so it will be a big evening. , 


In the first game b.etw.ecr 


these teams this season the 
Spartans won by a nine-poini 
majrgin, and on? dope should-have 
no great trouble, 4n disposing of 
the visitors from the city to the 
west. 


Summary of games between 


•Rush, county teams this season 
reveals that 
RushviUe Lions 


have the only 'perfect . intra- 
county record: The Lions, in 
their only appearances against 
county rivals, have decisively de- 
feated Milroy and New Salemc 


Morton Memorial, meeting 11 


county rivals, has.tumedf'in-nine 
victories for second position. Two 
setbacks iir the county* tourney 
are the only blots on the Mor- 


Cully is the player Coach Po- 


well culled off his Greenfield 
squad. Too bad for Mr. Cully but 
it makes^a good— well, a fair — 
pun. 


— B- — 


Consider the life of the score- 


keeper: (All right, all right, don't 
interrupt with' suggestive re- 
marks) and take this. Rush ville- 
New Salcin game as an example. 


— B — 
The scorebook. boys had to 


wrestle 
with such 
similarly- 


sounding. names as Wilson, Wil- 
kinson, Wills and Williams. 


_ 8 — 


AND- 
"WITH WHITE, WAR- 


FUEL AND WALKER THROWN 
IN, HOW SWEET A TIME WAS 
HAD BY THE BOYS WHO- KEEP 
AN ABBREVIATED RUNNING 
ACCOUNT OF THE GAME. 


— B - 
All that was lacking were 


Wilk, with New Salem last year, 
and Walther, who centered for 
last year's. Lions, to have made 
the notebook squad tear up 
their pages in despair. 


Get 'cm early, Spartans and 


that goes for the Junior Spar- 
tans too. 


Myers" informs us that 250 


tickets have been se'nt to Rush- 
viUe and they'll probably ask for 
more. Tickets are on sale here, 
too, and if you're planning -on 
attending you had better get a 
ticket. This is one game that 
draws; a real crowd. The Lions 
may not be going so good, but 
liiey'll go good agaiust the Spar- 
tans—they always do—and the 
Rushville fans get a bigger kick 
out of the game with Conners- 
villo than any other tilt, and 
they're always expecting the 
Lions to win. 


— B — 
And if- Rushville gets a kick 


out of it, Connersville isn't ex- 
actly a city of boredom on the 
night of a Lion-Spartan conflict. 
We're not always expecting the 
Lions to win but we're more 
hopeful about ttiis game than the 
one here several weeks ago. 


— B — 
'. 
• 
• 


New Salem, owners, of the 


Good' Luck Horseshoe, will/have, 
to defend this trophy three 
times before the sectional tour- 
ney. 


— B — 
Milroy .gets the first'crack at 


the shoe Friday night and if the 
Caudinais fail, Manilla will be 
along the next week to> see. what. 
It can do about it. If the. Eagles 
-ttepulse these two stnong in- 


THE NEW STOCKINGS 


By Ot Crawford 


The Lions are wearing some 


fancy Red Socks 


And great big- pads on their 


knees. 
It's' just to protect them from 


extra hard knocks 


And net for fear they would 


freeze. 


5or the Lions surely are gettin 


Red Hot 


There are very few teams that 


can, whale 'em 


Just look at the lickin the poor 


Eagles got 


When they come flyin up here 


from New Salem 


.You never can tell, what the 


Lions will do 


But -a.s long as Mr. Hinshaw is 


able to grin 


And while those stockings are 


handsome and new 


We know they are going to win 
The Lions are roarin and rarein 


to go 


So the Spartans had better look 


out 


For the Lions will beat all the 


Spartans we know 


And never know what its about 


We know there is going to be 


something doiu' 


At Connersville /next 
Friday 


night 
. 


BJor as soon as the Lions start to 


roarin' and chewin' 


There is goin to be a big fight 
Now if the Lions had started to 


wearin' Red Stocking 


Away back early last fall 
They'd never have got one half 


of the knockins 


They've had. when they went to 


play ball. 


Lions 


COeNT¥ STANDINGS 


- 
' 
Won Lost Pet. 


RushviUe .J....i.-.- 2 
0 
1.000 


Morton 
.'..'...- 
9- 


ManiUa. ..L..:—.. 6 
New Salem ..."...: 
6 


Raleigh: 
..—.. 4 


Carthage 
2 


Arlington 
:.--- 3; 


Milroy 
'.•-. 2 


Mays 
"0 


2- 
'.&!&: 
1 .600 
Sr 
- :545 
'.500 
.500 
.33,3 
.333 
.000 


tea record) so; fat. as, games, with: 
county- teams are^ concerned; 
. Manilla,- with six, wins and four 
losses; and; New Salem; with- six 
triumphs-, against, fiye; defeats-are^ 
the only other'nieams- above* the 
.500 mark.. Raleigh, Carthage, 
Arlington, Milroy and' Mays folk 
low .respectively in-percentage- of' 
games/won-, ands'losfc - Mays is at 
the bottom, off the heap: with- no; 
victories in, seven; starts. 


Following; are- tike- recorda .of 


the nine county-teams in games/ 
witlTother county; riyas: County 
tourney^ and Carthage- tourney 
scores- are included. 


Rushville 
* . 


43—Milroy 
--- 
:-•- 
: 
10 


33—New. Salem ...... 
.....1.6 


Morton 


:27— May,s 


33;— Arlington, 


2.4—New E»alem:....—............. 
33r—Manilla^......-...,—^..--..^«. 
30--Milroy.. .,J^:.::l. 
:..;:..ll 


22r—New, Salem......,..,.~...:,,.'-.:v-20. 
20—Arlington 
?.........:....i4 


26-v-Manilla::. 
:.:~....^~ ...27 


26—Raleigh ....—:....;.... ....:....::....35 


Manilla, 


21—MUrbjr ..•..:...... 
:.:.:.—.-36 


28-<Arlington .......:-...:. 
, 
23 


Zl-Motfrm .: 
--•-: 
-33) 


2*r-New; Salem 
- 
—20\ 


39—Raleigh 
.-. 
:.........:.._:..28 


25^-MUroy 
j. 
-24 


2*--Mays 
- 
—16 


i27,—Morton 
-- 
--"-28 


4v-New, Salem 
..;. 
32 


-• 
- 
28 


• 
New. Salem 


UMMorton 
'. 
24 


21-^-Milroy 
25 


20—Manilla; 
-: 
24; 


—~ 
........15 


48—Carthage 
23—MilrowS^k 


32—» 
16~-RushyHle ~:..,.1,~. 


..._... .. 4. 
..... 
14 


..... 
..13. 


4 


.22; 19r-Carthage; 
13b-Morton -.,.:. 
2»-Manilla..:..: 
. r N f t w . Salem.: 
r24—Raleign\—-_ 


:.33? $3—Raleigh, ....1. 


'14^—Morton L..._ 
32—Mays , 


Raleighi 


15— qajthftge _______ .........i.. 
28— Mays*.... . ............ ..... _____ 


..16 


19—Arlington .............1. 
....# 


30—Carthage 
_.~ia 


35—Morton 
* ; ...........: 


a$-New- 6alen* 
.-.. ~.:..32 


16— Raleigh ............. ..:. .................... 15 
22=-Arltagton ....... . _________ ............ '.19 
4— New Salem ................ L'. --------- 48 
12— Raleigh. ........ .... ..... , ..... .., 


21—Mays 
' 
14 


_:....:......33 
....__i;.28 


Milroy 


lO-RushvUle 
..—-—-~:.:43 


36—^Manilla 
„.—_...—..21 


25—New Salem-'-.'._..... 
:~ 
:21 


'It—Morton-. 
~:.--, 
_.._.-3fl: 


2*T-ManUla 
-, 
.:..—25 


.];4—New Salemi—..-^. 
--•--"-'23 


Mayis. 
,. - ..•''. 


ill—Morton ...-...——.-.I. 
:.-27 


14-^ArUngton i....: 
.......r-..2J. 


: 16^-Raleigh 
."...-....-'_. 
28 


-30, ^3i-Morton 
; 
45 


16—ManiUa-- 
........>—.24 


22—Arlmgton ..-....- : ........32-' 
12—New Salem .:. 
32 


TEXAS PLAYERS KEEP 


GRID 'HOOF AIA YEAK 


Lubbock, Texas, (A.P.)—Foot- 


ball is becoming, a; year around 
sport at Lubbock high school.and 
Texas Technological coUege. 
* At the end of the.regular 1930 
season, varioup classes in: the 
iigh; school formed teams for an 
intramural schedule.. At 
Tech 


the schools of engtoeeruig, agri- 
culture and liberal arts: and- the 
miliJarv/ corps formed-, squads. 


"Spring" practice for the col- 


ege varsity begari'early hi Jan- 
uary, and_will begin for the high 
school 'grid "warriors as soon'sas 
the intramural^ season closes. 


More Planes Than Pilots 


Baton Rouge, La. (A.P.)—Lou- 
siana has more airplanes .than 
>itots. 'Records of. the' aeronautic 
>rancn of t&e United States De- 
partment of Commerce show 101 
airplanes Jin the state, and only 
91 pilots. 
i 


Chicago (A.P..)-rThe half-way 


mark in the Western conference 
basketball championship— mid- 
year, exams—found /Nccthwest- 
ern in a position to duplicate a 
rare performance by winning the 
basketball flag after annexing 
the football championship. 


Purdue did it last year, losing 


not a. conference game in either 
sport. 
Northwestern was not defeated 


in football by a Big Ten oppon- 
ent, and the basketball 
team 


won its first four games easily, 
downing. Michigan twice, Illinois 
and Ohio once. 
At mid-year all other -confer- 


ence teams had lost. Indiana, 
with only one defeat 
marring 


its record, and that bjr ra one- 
point loss,-appears to. be the only 
serious rival of Northwestern, 
The Hoosiers, however, have the 
more difficult schedule. 


Early season games placed a 


strange triumvirate of-jiet,-teams 
at the top of the conference. -In 
past years, the cage race fias 
been confined to -Wisconsin, In- 
diana, Purdue 
and Michigan, 


but this year Chicago and Min- 
nesota, with Northwestern, occu- 
py the first division. 


Both Mchigan and Wisconsin 


lost three of their first six games. 


FRENCH BUILD SEAPLANE 


FOR ATLANTIC MAIL ROUTE 


Paris (A.P.)—A new all-metal 


monoplane with a range of near- 
ly 2,800 miles, fully loaded, has 
been completed for transatlantic 
air mail service. 


The ship, which will carry 'a 


pay load of 1-.102 pounds, was 
built for the French transport 
company, Compagnie Generale 
Aeropostale, which contemplates 
crossing the. south Atlantic be- 
tween Africa and Brazil. 
_It has a wing span of nearly 
103 feet and is powered with two 
motors, mounted- in. tandem 
style. The hull, entirely of metal, 
is nearly- 50- feet long and is di- 
vided into five compartments for 
baggage, mechanic's, and. con- 
trol rooms. 


. Havana—Star class yacht Del- 
fin captures Bacardi cup for Cu- 
bar for first time. 


The Beloved: 0?Brieir 
./\P» yes. m/ladsi. sura, an' there- 
^ are Irish; at Notre, Damei all 
right, all right; even. It Jt is the 
Schwartzes and: the Garideps and: 
the Kassises. and, Metzgers you're, 
always readin' aloufc these days. 
, And*- one o£ these is Johnny 
O'Brien, from, tos Angeles and-. 
China\and other places. And-this 
same Johnny O'Brien it is that's 
the. only man_ Knute. Rockne ever, 
.embraced after, a football game. 
For O'Brien Is one of those lucky 
sons, of' Erin iKho seem -to be 
blessed- either, with the luck o' the; 
fairies of; old Ireland- or their 
tricks. 


Johnny .plays end and his size 


might foo> you. H«; looks slight 
with his six feet three inches of 
height, but when- he hits he 
throws 180 pounds o£ sinew into 
bis tackles. », * 
». 
., 


His.Startling Debut 
TT ARKING back to the Army 
•*"*• game of 1938, Johnny O'Brien 
was: sent onto -the field late in the 
game to take the place of Johnny 
Colrick. 
Chris Cagle and other). 


Army, players breathed: a sigh- of 
relief, foil Golrick. had been; a 
thorn in, their- side all- during the 
game. They deemed O'Brien- a 
recond-stringer, but it wasn't long- 
before that impression was cor- 
rected"; 
, 


•O'Brien skipped' along, leaped 


high and snatched a forward- pass 
right out of- the air- and before 
the soldier lads knew what was 
happening.- he. had- tumbled. across 
the goal line with the winning, 
touchdown. 
sophomore 
goes that Rockne was. so glad- for 
what the boy had done that be 
hugged- him as the team came off 
the field. 
9 • • 


The Threat 


then O'Brien has been a 


Johnny was only- a 
then, and. the story 


' terror 
to- the 
enemy; He 


grabbed a pass. and. made a touch- 
down in that Army game, and, 
ever since: there ifta.ii; uneasy. ; feel- 
ing among, the Notre. Dame oppo- 
nents when Johnny comes dash.-- 
ing up to the referee in the last: 
few. minutes of a tense game. 


When John appears in.- the 


game, the enemy Ippks for. strate- 
gy at once. 
He- is. supposed to 


DJD YQU* KNOW/ 
FOfcliOWERS; of) tft» thor- 


oughbreds^ V« watching 


Willia- Sb*rp» KHraer/3; 5un 
Beau. . . . Recently. byx 
winning, the-. Southern. Mary- 
land: handicap at Bo W:Ie. thai 
earnings, o.t? the; famous; son 
of Sum Brier passed those 
of Exterminator and Man o* 
War. . . . Sun, Beau., with 
purses won- In the: neighbor- 
hood- of- $.272;000. Is third 
now to Gallant Fox, and 
Zev. . . . The marks of, the 
leaders may be surpassed 
this winter, as Sun- Beau 
has been sent to South Car- 
olina to prepare for' the 
rich-handipaps-at Agua Gali- 
entes- andi New, Orleans: . . .. 
The- winner of the- Aguo> 
Caliente is, to receive *100.- 
000. 
.<. . Should* Sun Beau 


nose out in. front ipi that one. 
he would set a new money- 
winning record' for all time 
. . . not to counfc the han- 
dicaps at New Orleans; 


i 
) .-• 
, 
.; ,.*> 
bear signals tronii Rock^e? to,> nl?>> 
men. 
The fact that Rockhe: lets; 
iis men take- care- of their owu; 
signals 
on 
Saturdays, cannot 


counteract the fea>. that OrBrien. 
.has been, sent into the, game, for 
some, sinister pur.RO.se. 


'. Thus.it was.in the recent Array 
game. Late in the. game Johnny" 
.came galloping ojit to play: left 
end. Army secondary concentratr - 
'ed' on stopping any sort of a pass, 
to. O'Brien that" might be attempt- 
ed; O'Brien- reported; to Garideo; 
that- he -, was- 
being- followed. 


Carideo ran. the very- next play- offi 
tight tackle tb> a. touchdown; 


Johnny la a hurdler. Oddly, 


enough: he picked- this up in. Chi- 
na. For~a 'lark he had boarded' a 
'ship, and" worked! his. way- to1 the 
.Orient. 
During, his wanderings 


^o. came- ac.ro.ss- a-: carnival; which 
•featured.' a*, higii, hurdle, race- fo.p 
.the. chaniplo.nshjp. of th«- country: 
He> borrowed, nunning pants, and 
spikes, entered the race anil won 
the title. 
; 


Oh, yes,, thc.r.e are..Ir.isji. at. Nor 


'tr.e Dame. Even if; you dpu,'t 
hear much about them. 


Washington—^Proposal to 
aj.- 


low District'of Columbia physir 
cians unlimited liquor prescrip- 
tions defeated in senate; on 
move, to reconsider Uberals mus- 
ter tlieir. highest vote, 29; 


Los, Angeles-—Daisy DeBoe de- 


nied a hew trial. 


fOUGHS 
•^ ftuboa thra«t; 


.Ht'MtaiOM JARS USEP YEAEtY 


r Feed Store is Open for 


-Same Location 


220 North Morgan Street 


.. 
- 
v ' 
Complete New Stock 


Came in and., Get Acquainted- 


' 


22fr North Morgan Street 


COUEGE MAfHflNM THE 


WOMEN OF CONFEDERACT 


Houston, Tex. (AJ?.)—A co-ed- 


ucational institute, dedicated "to 
the> memory- of the> women, of the 
:Gonfederacy," would: be estab- 
lished under a plaa proposed by 
S. O. Moodie, vice-president of 
the Southland's Memorial asso- 
ciation. 


He has addressed an open- let- 


ter to the governors a-nds legisla,- 
tprs of' the.- southern, states; quot- 
ing a" resolution adopted by the 


veterans, in reunion- a.b. Biloxi, 
-IVBss:,, to, urge prompt co-opera- 
;tive action. 
• 


! Under the plan, a bond issue 
would create and endow the col- 
lege. 
- 
.'. 
I 


Boxings Captain Drops Out- 
Seattle-, 
(A.P.)—Al 
Holmes, 


captain of the-1930 University of; 
Washington football and boxing, 
teams, quit the ring, this winter 
because of_ his health. Holmes 
was Pacific" Coast .heavyweight- 
champion last' year and had one 
more season of boxing competi- 
tion. 


LEM&FIELMN 


.Aintree,, ..Eng:, 
(AJEf.)— 


trials pointftig»to Easter Hero a; 
the horse; Jo beat, John 


. W .ISthitpey^ypiing Americai 


sportsman^ lOQkSi forward to tbj 
Grand NatiqiiaE steeplechase on 
March. 27. with, one of the strong: 
est pre>pqst entries ever namec 
for the Aintree classic. 


Easter Heri^-has- been assigne< 


the dubio'us hpnor of carryin( 
the top.weight b£ 1,75 pounds, bu 
in his first two public appearanc 
es. this season;, 'the Whitney ac< 
gallOBed toieasy victories. In om 
he carried Grand; National weigh 
and on the- other occasion 
pounds less; 
; 
.Jack.Anthpny,,'Wnitney's train 
er, also is grooming? Sir Lindsa; 
for the lone grind. Sir Lindsa 
.placed ttucd to.Sliaun.Goilin ani 
Mellera.y's Belle- in a thrillin 
•finish last year after leading t 
the last fence^This, year he ha 
been, well weighted with 16 
pounds. 
; la Easter- Hfirft Whitney ha 
one of the outstanding jumper 
of recent English turf historj 
Two years ago the 10-year ol 
chestnut gelding had the rac 
'apparently wonj but sprung 
'-plate while leading the field to 
ward- the- last barrier and wa 
forced to take second to Gregal 
ach. 
: 


• Last year he railed the f avotit 
with- his conqueror of 1929, to 
Iwent amiss a few-days before tt 
running and never started. 


The Best Auctioneer 


CAN'T €3VE TOU A SUCCESSFUL SALE 
Without the Bidders 


m 


.• 


Special Farm Sale Combination 


to Get the Crowds 


From All Over The County 


One extra biddfec cant easily pay the cost of your complete advertising. You 
can't afford not to advertise thoroughly. 


Combination Includes — 


BILLS. 


OF ABIN BOTH 


SK5E OF AD 2 COLUMNS BY 6 INCHES. 
. 
* 


NOTICE IN SALE COLUMN EVERY BAY 


OEAN 


A Comedy 
in Three 


^^&^^yf^^ 


CHILPBEN/UNDEB 12 


•> i 


Rushville Telegram 


All for $15 


, 
i 


Rushville Republican 


Milroy School Buik&tg 


~ 
V 
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Personals 


,r-Mrs. John Slplinger was a 
Isitor in Indianapolis Tuesday. 
—Mrs. Catherine Allen was the 
nest of friends and relatives hi 
Jreensburg Sunday. 
—Soy Kurtz of 
Indianapolis 


'as the guest of Miss Lillian 
regory Sunday evening. 
—&. L. Gary, Earl F. Priest and 
tarry B. Patton transacted busi- 
iess near Westport Tuesday. 
—-Misses Virginia Brown and 
i-nnabeli Ryan of this city, Larry 


and Ervin Bitne'r of Ar- 


ngton were visitors in Conners- 


Saturday night. 


—Mr. and Mrs. Henry. Todd 
nd family of Terre-Haute visit- 
" relatives in this city Sunday. 
—Miss Ermal Grant returned 
her home in this city Monday 


vening from a few days visit 
ith friends at Sardinia, 
i 


-^Paul McMahin will leave this 
vening for his home in Dallas, 
'exas, after visiting over the 
reek" end with his parents, Mr. 
nd Mrs. E. C. McMahin while 
aroute from a business trip in 
hicago. 
—Miss Nora McCoy of Con- 
ersville was a visitor in this 
ity, Monday afternoon. 
—Mrs. Prank Borem and son 
lines -were visitors in Indianap- 
lis, Tuesday. 
—Mr. and Mrs. Dave Compton 
ere -called to Franklin Tuesday 
y the sudden death of the for- 
icr's brother-in-law, B. E. King, 
hich occurred, Monday. 
—Mrs. Burney Sweet has been 
illed to ConnersviUe on account 
the serious illness of her sis- 
r-in-Jaw, Mrs. William Curry. 
—Mr. and-Mrs. Joseph Ried- 
an and sons and Mr. and Mrs. 
iseph Fries of Connersville were 
ie Sunday guests of Mr. and 
rs. William Knecht. 
—Miss Helen G. Johns of New 
Mfc City visited in this city 
onday night and Tuesday with 
r. and Mrs. John L. Nipp. Miss 
nsJs^ Oeader iif the Helen 


>hns orchestra, composed of 
reive girls, which is appearing 
the Indiana theatre in Indian- 


this week. 


666 


;ure 


Liquid or Tablets 


Colds, Headaches, Fever 


€66 Salve 


CURES BABY'S COLD 
«: 


Tonight and Wed. 
;arg. Mat Wed. 2:15 


Cecil B. 
De Mille 


shes thru the 
x and Sijks of 


,y with the 
daring of ail 
es— 


ATAN 


WITH 


LILLIAN ROTH 


REGINALD DENNY 


KAY JOHNSON 


Movietone News 


City News 


TEACHER ILL 
' Miss Gladys Ham is ill at her 
home in Markleville suffering 
with an attack of the influenza 


RETURNS TO WORK 


Charles Wilson is able to re- 


turn to his duties at the Pitman 
& Wilson Drug store after hav- 
ing been confined to his home hi 
North Perkins - street suffering 
with a severe cold. 


ENTERS HOSPITAL 


Frank Borem of West Ninth 


street, -entered the St. Vincent 
hospital in Indianapolis, Tues- 
day, where he will undergo an 
operation for appendicitis, Wed- 
nesday. 


ILL AT HOME 
" 


Mrs. Jake Weber is reported to 


be ill at her home hi West Fifth 
street suffering with bronchitis. 


BOARD MEETING 


Members of the board of 


directors of the Rush county 
chautaqua will meet in the 
American National Bank 
at 


seven-thirty o'clock Wednesday 
evening. 


TICKETS ON SALE 


Local school authorities have 


received 222 tickets for the bas- 
ketball galne to be played in 
Connersville Friday night. These 
seats are all reserved. They are 
on sale at the school, Moore's 
Candy Kitchen, Hargrove and 
Brown's or Pitman and Wilson's. 


PLEADS NOT GUILTY 


Harold 
Mattock, Circleville 


youth arrested Saturday night, 
entered a plea of not gulity to a 
charge of possession of intoxi- 
cating liquor before Mayor Sam- 
uel L. Trabue hi city court last 
night. 
Trial was set for 10 


o'clock Thursday morning. Mat- 
lock is at liberty pending trial 
under-$500 bond. 


COUNTY MEETING 


The first of a series of county 


meetings of the Red Men lodge, 
will be held this evening at the 
Red Men hall in West First 
street. At this tune the Chief's 
degree will be conferred on ten 
candidates. Refreshments will be 
served and every member of the 
lodge in the county is urged to 
be present. 


Hospital News 


CITY HOSPITAL 


Robert A. Griest,-teacher in 


the Rushville high school, was 
admitted to the City Hospital 
Monday for treatment. 


BUSINESS AND 


PROFESSIONAL 


York Ice Machine 
Engineer Visits Here 


Phil Lewis, of Indianapolis, 


engineer for the York Ice ma- 
chine company, transacted busi- 
ness in this city Monday. 


LEGION POSTS PROM 


DISTRICT HOLD BIG 
MEETING LAST NIGHT 


FROM PAGE ONE 


acked 
26^ memberships 
hi 


reaching its quota and the Auxil- 
ary was ranking among the first 
hi the state contests. 


Those attending from 
here 


Were: Haibert Brown, Morris 
Howell, Mr. and Mrs. Harry Pet- 
ry, Mr. and Mrs. Herschell Peters, 
Mr. and ^ Mrs. Joe Cannon, Dr. 
and Mr/,fP. H. Ghadwick, Charles 
Berry,/ fir. and Mrs. John Mills 
and M*e. Charles Pea. 


Hold That Line! 


Sure, It's Easy 


VEA. London Bureau 


When the operator says, "Hold 
the line," you needn't worry 
about getting "telephone-arm," 
better known as elbow cramp, 
now. That is, if you own a dum- 
my arm like the one being dem- 
onstrated above by its inventor-, 
Mrs. Craige-Davis of London. 
The ingenious gadget holds the 
receiver to your ear, leaving both 


hands free. 


plea He stated v^that Christian 
missionaries are essential when 
American business enters a/coun- 
try to offset sbme of the^damag- 
ing (practices engaged in" by un- 
scrupulous business men. 
'• 


An exampe of political hind- 


ranee.is the immigration law> ac- 
cording to the local minister, who 
pointed out that no quota basis 
was allowed the.Japanese, whicl 
created widespread 
resentment 


in-thejeastern empire, 
•'-. ; 
The Christian missionary has 


given his life to belief in Chi- 
na and Japan that America fav- 
ored such legislatipn, the speaker 
said, because by his or her'devo- 
tion and self sacrifice, it has been 
proved that Christian missions 
have no ulterior motives. 
: He" asserted that .we were be- 
ginning to reap,- the benefits of 
world friendship with Japan by 
reason of the long years of work 
by Christian missionaries. 


The Rev. Mr. Lobaugh quoted 


an authority to show-.that the 
^majority of the students from 
the Orient who had received their 
educations here and had 
re- 


turned to their native lands, were 
friendly 
toward 
the 
United 


States. 


The minister also pointed out 
that the remarkable work by the 
healing hand of the Christian 
physician and surgeon in foreign 
lands had done much to promote 
friendly intercourse with other 
nations. 


SIXTH OBJECT 


OF ROTARY IS 


ADDRESS TOPIC 


FROM PACE ONE 
ed on the way Mr. Haydon man- 
aged ihe"convention. 


Following the luncheon ses- 


sion, the board of directors met 
and elected Lee Pyle to the 
board to succeed John P. Frazee, 
Jr., who has resigned from the 
club on account of ill health. 


The Rev. Mr. Lobaugh said that 


Christian~missions had the same 
ideal and mission as the sixth ob- 
ject of Rotary—the advancement 
of world peace and friendship 
through a better understanding 
among ihe ^peoples of Jtoe earth. 
While missions and Rotaryr legislature. 


were endeavoring to reach their 
goal, destructive forces are at 
work hindering the movement, 
the minister declared, citing in- 
;tances hi business relationships 
and political blunders as exam- 


DEWY OF VOTE 


ON PENSION BILL 


Indianapolis, Feb. 2—(AP)— 


With the old age pension bill as 
the issue, Senator James J. 
Nejdl of Whiting, former Repub- 
lican leader in the senate of the 
Indiana general assembly, came 
to a parting of the waysv with 
others of his party today in the 


The renunciation came when 


Senator Nejdl called the measure 
down for third reading after 
other Republicans at a caucus 
last week had decided to post- 
pone final action until February 


FRED A, CALDWELL 


Funeral Director 


321 N. Morgan St. 


Phone 2051 


PROMPT ATTENTION GIVEN ALL CALLS 


ACTION IS 
POSTPONED 


Education "Board Meets March 2 


to Consider County Agent's 


Appointment. 


Rush county board of educa- 


tion was in session yesterday af- 
ternoon at the office of John 
Goode, county school superin- 
tendent, but no business was 
transacted at the meeting. 


Action on re-appointment of 


Ernest F. Brown as county agri- 
cultural agent and decision on 
appropriation of money for em- 
ploying a home demonstration 
agent'to succeed Miss Katherine 
Mavity, whose resignation be- 
came effective Saturday, was 
postponed "to the meeting on 
March 2. 


STATION PTLC 


Broadcasting 


We Are Not Satisfied Unless You Are 


The Ground - 


hog surely would 
not go back to 
sleep this kind of 
weather. 


It begins to look 


like old times with 
15 hog houses sold 
hi one day. 


- 
John 
Walker 
takes 
warning 


from his recent 
fire^and is apply- 
ing Cyclone shin- 
. gles to his two res- 
idences at Fourth 
and Perkins. Jim 
Daniels is apply- 
ing the roof. 


When Rushville 


dentists .begin ' to 
whistle softly, you 
can gamble they're 
approaching a 
nerve center. Ever 
notice? 


Tom Martin 


drops in and ord- 
ers 7 hog houses 
last week. 


Dick Hunter has 


charge of the re- 
building 
of 
the 


Havens - Callagh- 
an block in.JEast 
Second. 
.*" •' 


OR. ANYBODY 


ELSE 


"Bill has the dis- 


p o s i tion 
of 
a 


mule!" 


'"T'hc^n 
you'd 


better 
not 
talk 


about him behind 
his back." 


Eugene Clifton, 


Falmouth, will use 
our hog houses for 
his 
spring pigs. 


You 
can't beat 


them. 


Dr. H. V. Logan 


is using Cyclone 
shingles for re- 
roofing in West 
Seventh. Clarence 
Price has the con- 
tract. 
" 
• 
. 


We feel pretty 


sure that old Me- 
thuselah had days 
that 
he 
didn't 


know which rising 


PINNELL- 
TOMPKINS 
LUMBER 


iCQ. 


BosbirUIe, Ind... 


generation to wor- 
ry most about. 


Joe Guide is lay- 


ing new floor hi 
the Havens store 
building 
at . 7th 


and . Main. End- 
matched -pine is 
beiftg used. 


J: E. Wynn placr 
ed an order with 
us this ~ morning 
for two hog houses 
and some repairs ' 
for old ones. 


Come to think 


about, it, 'did you 
ever see a beard- 
ed Indian? Wonder. 
if 
Indians don't 


have, to_. shave — : 
does 
anybody 


know?" 


Our truck deliv- 


ered 24 squares of 
asphalt 
shingles 


for 
reroofing, at 


Mays. This weath- 
er is stirring things , 
up. 
. 


It's -a lot easier 


to start but to 
write thls'-Bfoad- 
caster than it is to 
finish #.,„ 


mittee of unemployed men 


FAGETHREI 


to; Senator Nej(Undeclared tha' 
he had not been-informed'of-the 
.meeting, that -the 
:>s6 .called 
rleaders" had^ broken: their word 
With "him arid <tnat. he -Wanted 
a showdown today. 
The. game was to Jockey this 


bill along until 
to do anything 


it was too 
with it in 


late 
•the 


house,M Senator Nejdl shoufed. 
-If that is the kind of politics 
you are going to play, go ahead. 
If. you. can't consider this bill 
HOW, figure me on the minority 
side during the remainder of the 
session." 
. ' 


-The senate had before- it at 


the time a motion by Senator 
Prank C.lemmins, (Hep. Evans- 
ville), proposing, that "the bill 
providing $25 a, month pension 
for indigents over 70 years old be 
made a special 'order of business 
for February 10. The Clemmins) 
motion carried. 


Another high light of^ today's 


session of the assembly was the 
march into the house of a corn- 


women, who demanded, among* 
other things, a $50,000,000 relief 
fund, $15 weekly dole, for each 
unemployed person and abolition 
of all 'forms of military training. 
It was the first time in, history 
that1 such a committee had" vis- 
ited an'Indiana general assem- 
bly. 
.- 
'.' 
: 
:-; --^, - - : 


_ The first bill: passed by both 
house and senate was given final 
action this afternoon in .trie up- 
per .chamber and sent to the 
governor. It provides for sus- 
pension of penalties for redemp- 
tion or real estate sold under 
the hammer for non-payment of 
taxes. 
. 
. 
- : 


SALMON CURBS GOITERS 
Washington (AP.)—The fifty- 


million-dollar salmon industry in 
the United States and Alaska 
plays an important role, the bu- 
reau of fisheries says, in the pre- 
vention of goiter. 


NOhTH AMERICAN TRUST SHARES 


(The Largest Fixed Investment Trust) 


To Build a Business or An Estate 


To'build an estate, or an investment for old age, if the 1929 
and 1930 returns had been' all reinvested you would now 
have 37% more shares than you started with inrJanuary> 
1929. 
Insurance Companies, Corporations, Manufacturers, M«r- 


. chants are buying N. A. T. S. with their surplus and undi- 


vided profits in order to increase their earnings. The history 
of these 28 national corporations composing _North Ameri- 
can Trust Shares show that in the 19 years just past, gives 
an average return of $1.35 each year for each N. A. T. 8». 
share. 
If it is good business for big business to increase 


their earnings with investing their surplus, it should be 
good business for any investor, large or small. 


WILL O. FEUDNER, Investments 


P. O. Box 
RUSHVILLE, INDIANA 


345 
Or Your Local Banker 


Phone 


3224 


LET THESE COLUMNS BE YOUR GUIDE 


SUNSHINE MELLOWS 


Heat 


Purifies 


LUCKIES are always 


—kind to your throat— 


The advice of your 
physician is: Keep 
out of doors, inthe 
open air, breathe 
deeply; take plenty 
of exercise tn.tne~ 
mellow sunshine, 
and have a peri- 
odic check-up on 
the heahhofyour 
body. 


-it's' 


Everyone knows that sunshine 


mellows-that's why the "TOAST- 
ING" process includes the use of the 
Ultra Violef Rays. LUCKY STRIKE - 
made of the finest tobaccos — the 
Cream of the Crop-THEN -"IT'S 
TOASTED."— an extra/ secret heat- 
ing process. Harsh irritants present 
in all raw tobaccos are expelled by 
"TOASTING." These irritants are sold 
to others. They are not present in 
your LUCKY STRIKE. No wonder 
LUCKIES are always kind to your 
throat. 
' 


TUNEIN—The 
Lucky Strike Dance 
Orchestra, every 
Tuesday,Thursday 


' arfd Saturday eve- 
.-tang over N* B. C. 


networks. 


Your Throat Protection — against irritation —against cough 


© 1931, TTie^American Tobacco Co.rMfn. 


EUCHR£ and 
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8:00 
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P 
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NO RELIEF IN SIGHT 


Thus far the general assembly's efforts to re- 


lieve the taxpayers of some of their financial 
burdens and extend such relief into future years 
has produced nothing more than a confused 
situation. The leaders still have hope that a 
program will be formulated and measures of 
merit enacted but three weeks have gone and 


'--unless order is restored, the chaotic conditions 


now prevailing are likely to continue to the end 
of the session. 


At the close of the third legislative week 467 


bills had been introduced and nearly 200 more 
were in prospect. This is true despite1 the asser- 
tion of scores of members of the legislature that 
Indiana needed but few new laws. Many of these 
bills deal with taxation matters. 


Many of them would add to the taxes of the 


people of Indiana and while there is a state-wide 
demand for taxation reform, various members of 
the house and senate seem to feel that this re- 
from is to be brought about through finding new 
sources of revenue rather than by reducing the 
cost of government. Thus far little attention has 
been paid to proposals to reduce the number of 
public officials in Indiana, to consolidate govern- 
mental units and thereby bring about economy 
by spending less rather than hunt out unusual 
things to tax, to the end that the units of govern- 
ment may spend more. 


The legislature seems to look with favor upon 


an old age pension measure, despite strong 
argument against such an enactment. If it be- 
come a law it will add materially to the tax bills 
in Indiana. Increasing mortgage deductions from 
$1,000 to $1,300 will mean that $300 more may be 
deducted from every mortgage subject to taxa- 
tion in Indiana. 


It will remove millions of dollars worth of tax- 


able property from the duplicates without lower- 
ing the cost of government a cent and the dif- 
ference will have to be made up elsewhere. The 
proposal to delay the payment of delinquent tax- 
es for a year or two years only postpones the in- 
evitable, reduces the income from taxation and, 
if the business of government is to be carried on, 
makes it necessary to increase the taxes of the 
very persons the legislature seeks to afford relief. 


There never has been any mystery about high 


taxes and there should be none now. Taxes are 
the outgrowths of budgets and budgets represent 
what each unit of government desires ty spend. 
Ta:;ec have increased because budgets ^became 
larger. 
The legislature, in considering ways 


whereby the tax problem may be solved, seems to 


\have taken for granted the supposition tha 
government cannot be made cheaper. Therefor 
the members feel additional taxes are needer 
and as the people have served notice that the: 
cannot pay higher rates than they are paytof 
now, the search' for new reservoirs of revenue t< 
tap goes on. 
' 


WORTHWHILE GEMS 


A cock came down from his roost at dawn and 


scratched the ground in search of food. In du 
time he turned up a fine gem. He gave it a kick 
and muttered softly to himself, "Huh, you're 
fine thing, no doubt, but to my way of thinking 
one good grain of wheat is worth all the gems in 
the world." 


It's all in the w3y you look at it. The wealth o: 


the universe wouldn't be worth much to you if i 
couldn't buy you something to eat or wear. In- 
versely, the more you can buy for your money 
the more your money is worth. 


The advertisements are intimate lessons in 


buying efficiency. They teach you how to get the 
most in value and enjoyment for the least money 
They give you knowledge that pays big dividends 


That is why the shopper who reads the adver- 


tisements always has the advantage when" " 
comes to stretching the dollars. 


Countless numbers of people find that it pays 


them well to be guided by the advertisements. 


So will you. 


University professor says the tune is not. far 


distant when man and animals will talk to each 
other. When that time arrives, there's a barking 
dog we know of that's going to nave his feelings 
hurt. 


When a lawyer says he's going to win, take hi 


word for it, because any way the case goes he 
can't lose. 


Scientist claims he can add fifty years to life 


but we doubt whether he knows his mathematics 


The-modern way. of burning the midnight oil 


is on a paved road at 60 to 75 miles an hour. 


A left-handed man is at a great disadvantage 


because he can't do anything right. 


It's fine to have the law on your side, but still 


better to have the jury.. 
j 


Of course"you can't expect your narrow-minded 


friends to take a broad hint. 


Builds 


Sturdy Heal' 


How to Buy 
Medicine 
Intelligently 


Whenever you need a med- 
icine for the home treat- 
ment of common ailments, 
apply these rules: 


1. Go to the drug store 


that is best equipped to 
serve you what you feel 
you want. 


2. Ask the druggist for 


the best preparation for 
the relief of the particular 
ailment. 


3. Listen attentively to 


what he tells you about it. 


4. Compare his words 


and 
toe 
advertisements 


you may have read about it 
with the copy that appears 
on the label. 


5. See whether the label 


copy contains a guarantee 
of perfect satisfaction or 
your money back. 


•6. Compare the quantity 


and price of the package 
with other remedies of the 
same class. 
If you will" apply these 
rules, you will arrive at the 
conclusion 
that 
Rexall 


Remedies are the most 
sensible, the fairest, and 
and the most economical 
that you can possibly buy. 
They're sold only sat Rex- 
all Drug Stores. 
Pitman & 


Wilson 


Prompt' Delivery 


PHONE 2038 


Buying 
things 
cheap 
has 


caused many a man to go broke. 


A man does his best thinking 


after he has lost his money. 


Drawing wages before payday 


is a poor way to become a Rock 
efeller. 


Short-armed men should wait 


until they are close up before 
jthey grab. 


Men can't be reformed by de- 


grading*1 them, which expains 
why prisons are a failure as a 


I rule. 


Let's give' due credit to those 


who do the best they can with 
what little they have to do with. 


Hez Heck says: "Adam com- 


mitted half the sin, an' .then 
they up an' give Eve ever' dang 
bit o' the blame." 


FIFTEEN YEARS 


AGO TODAY 


From The Daily Republican 
Thursday, February 3,1916 
Mrs. Alice Hale has sold her 


Five and Ten cent store in Main 
street to .George N. Wiltse of 
Bluffton, Ind. Mrs. Hale purchas- 
ed the store over-a year ago .from 
Frank :Bell,' who started it.. 


The souvenir convention issue 


of the United Mine Workers' 
Journal of America published 
January 21 contains a three rate 
indorsement of the labor record 
of James E. Watson, republican 
candidate for the United States 
senatorial ' nomination. - The 
Journal comes out unqualifiedly 
in support of Mr. Watson, saying 
that an investigation of his rec- 
ord in public life shows, without 
doubt his friendliness f6r the la- 
bor movement. 
' • • - • . . . • • •' 


RushvUle'had opportunity this 


morning, for a little more than> 
two hours, to witness a partial 
eclipse of the spa. The dark 


place on the heavenly body ap- 
peared in the lower right hand 
side and moved across the lower 
dart. M?.ny viewed it through 
smoked glass during the two 
hours or more it was visible. 


Mr. and Mrs. John W. Logan 


whose home is near Falmouth 
wish to announce the engage- 
ment of 'their daughter. Sallie 
Jane,'to Lowell C. Vickery. The 
wedding of these two popular 
young people will take place 
some time this month, although 
the date has not been definitely 
set. 


A marriage license was issued 


this morning to Charles McEl- 
iresh and Ruth Moore. 


Clen Miller was a business 


visitor in Indianapolis today. 


Francis Knecht was in Indian- 


apolis last evening and saw 
-Treasure Island." 


Mrs. Jess Drake went to Char- 


lottesville yesterday for a short 
visit with friends. 
Ford's Exploitation 


of Brazil Jungles 


. Is N earing Collapse 


Rio De Janeiro, Feb. 2—(AP)— 


Brazil's dream of conquest of the 
mighty Amazon jungles through 
the efficient exploitation of its 
rubber resources by the Ameri- 
can auto king, Henry Ford, ap- 
peared today to nave collapsed. 


Advices from Para, on the 


Amazon, said Mr. Ford, after 
spending millions of dollars,'has 
found himself unable to combat 
native antagonism to -efficiency 
methods popular in Detroit and 
is giving up his huge rubber ex- 
periment on the Tapajps river.- 


Employes on the farms recent- 


ly have been reduced, from 3,000 
to 200. Some Americans work-, 
ing on the project nave -resigned 
while others assigned-to an Aus- 
tralian post now, are >in . Para 
awaiting transportation. 
• 


Among-tlie Aineficah methods 


introduced to which the natives 
objected, it is understood, are 
punching a time clock, and 
standing in line, with trays'for 
food at the mess hall. Such effi- 
ciency^ methods are unheard of 
in the'tropics and aroused the 
Brazilians to antagonism. 
- . 


The trees, upon^which lichens 


grow;'.are Viiot-. affected because, 
the plants' ; are 
self-sappbfting 


and not'parasites. 
'"" 
' 


NEW CfttCAGO SKYLINE! 


iTTHE 


HBKEED5ILE 


A further warning; is being is- 


sued to the buyers of clover seed 
in Indiana concerning the state 
law for seed marketing, arid 
weed 'quarantine. .There is no ac- 
tual quarantine on the seed, but 
the law requires that each bag of 
seed delivered to.any place other 
than the'farm on which it was 
raised be given to the purchaser 
in a bag tagged to show the ac- 
tual weed seed content and the 
nature of such weeds. 


It is hoped by this method to 


prevent the introduction into 
many Indiank fields of the pesti- 
ferous weed seeds that produce 
the Canadian thistle (an alrea'dy 
well-known Rush county pest) 
quack grass and dodder. These 
are all prevalent "in Michigan 
and many fanners in the north- 
ern part of the state who are re^ 
ported to be buying untagged 
seed from truckers at a slightly 
reduced price-may be makings 
very dear investment 
in weed 


seed, it is said. 


This is purely protective legis- 


ation passed for the benefit of 
;he fanner and for the preven- 
;ion of the spread of crop de- 
stroyers and while it entails some 
ittle trouble in the tagging it is 
a real boon to the careful f arm- 
>r. Inspectors are working in this 
part of the state and an attempt 
soil be made to apprehend every 
man that offers for sale a bag of 
untagged seed that has been 
moved any distance. The law on 
iie matter is as follows: Every 
violation of the provisions of this 
act shall be deemed a misde- 
meanor, punishable by a fine of 
not ..less than1 $10 and not to ex- 
ceeji-$100. It shall be the duty of 
;he prosecuting 
attorney 
to 


cause proceedings to be com- 
menced against violators of the 
act reported to him. 


NEW ZEALAND CITY 


LEVELED BY QUAKE 


Wellington, New Zealand, Feb. 


3 (Tuesday) — AP — A terrific 
earthquake which rocked Napier, 
a city of 14,336 population on the 
east coast of North Island, at 
8:51 o'clock this morning caused 
reports of great loss of life. • 


Messages broadcast by His 


Majesty's sloop, Verionica, said 
that a great toll was feared and 
that some deaths were certain, 
although it gave no figures. The 
ship's messages added that near- 
ly every stone building in the 
town was .destroyed and that 
fires were-raging in the center of 
the city. 
N 


A man, who witnessed the 


quake in Napier, rushed to Dan- 


nevirke/an inland town about 70 
city, and telephoned to Welling 
ton that the loss of life mus 
have been considerable. 


He said he saw long lines o 


casualties in the town, which 
looked as if it had undergone a 
great bombardment. 


All the large buildings in tin 


center of the town were razed 
and the post office was largely 
in ruins. 


COLLEGE BASKETBALL 


Columbia, 30;, Ohio State, 29. 
Nebraska, 32; Butler, 14. 
Central Normal, 36; Wabash 


22. 
. 


Hanover, 18; Kentucky Mili- 


nevirke; a ninland town about 70 tary, 13. 


Republican Leaders Silent as 


Idaho Senator and Cara- 


way of Arkansas Assail 


Administration 


Japanese Steamer 
Grounds Near Tokyo 


Tokyo, 
Feb. 
2—(AP)—The 


Japanese, steamer Arabia Maru 
was beached at the mouth, of 
Tokyo bay today after she~ had 
been taking water as the result 
of a collision with the steamer, 
Takao Maru-yesterday. 


The Arabia Mam's upper decks 


were but five feet above the 
water line after she was beached. 
Salvagers estimated the damage 
10 ship, and cargo at $300,000. 
Jlneteen passengers were trans- 
erred to" the Takao Maru shbrt- 
y> after the collision. 
. 
, 
. 


Both vessels are owned by the 


Osaka 
Shosen . Kaisha. The 


Arabia Mara ^was inbound from 
Victoria, B.C. 
r 
. 


Hold Suspect as 
Detroit Man's Killer 


•-Detroit, Feb. 2—(APJ—A man 
whose identity was not estab- 
ished immediately, was shot to 
death at 2 a. ni. today through 
he door; of. a •. second • story flat 
>n Lynn street.. 
x ; 
- : 


Joseph Samfilippo, occupant of 


,he flat, who Said hejfired a- rifle 
through the door after the man 
ried to open it;-apparently witti 
keys, :was .lield; Jby : the polici'e 
pending! full -. investigation. No 
:eys were found beside the. body 


LOWER^ BODY'S CHALLENGE 


ACCEPTED BY COALITION 


Conference on $25,040,000 Red 


Cross Prop'osal Today Ex- 


pected to Be Fruitless 


Washington, . Feb. 2— (AP)— 


With a fervor seldom exhibited 
in senate debate, leaders of the 
senate coalition today assailed 
the "no Compromise" stand of 
the house'Republicans against 
the $25,000,000 $ed Cross relief 


Borah of Idaho, a 


fund. 


Senator 


spokesman, of the Republican in- 
dependents, drew'a roar of ap- 
plause from 
'the determined 


Democratic forces as'he shouted 
an acceptance of the' house chal- 
lenge and declared for .an all- 
summer fight1 if necessary on the' 
relief issue against the adminis- 
tration. 
;pl 


Silent throughout the assault 


by the Idaho senator and a more 
personal attack," on.- President 
Hoover and the house Republic- 
an leaders by Senator: Caraway 
(Dem'., Ark.), the senate .Repub- 
lican leadership .bided its time 
tonight, awaiting a break in the 
tense deadlock. 
s* 
v 


Conference was called fortOT 


niorrbw to seek an adjustment of 
the dispute on the" $25,000,000 
fund but some negotiations were 
admitted ta,be" necessary• before 
anything like a solution can- be 
brought outr. 
/ ' 
•> ", 


DISORDER IN COLOMBIA 


Bogota, Colombia, .Feb.; 2^-(AP)', 
Scattering disorders 'over..elec- 
tion 'day in .Colombia yesterday 
caused at least eight deaths and 
fourteen serious injuries. Unof- 
ficial reports placed the number 
of casualties at as high as four- 
teen dead and fifteen wounded. • 


PARIS TO BROADCAST TIPS 


ON STYLE TO WOMEN 


New York (AP.)—Description 


of the a'ltest; Paris fashions is 
to be carried direct from the 
capital of France by radio. 


The speaker will be Capt. Ed- 


ward Molyneaux, designer, who 
is to tell American women wha 
the spring mode is. He" is to talk 
from his Paris salon over WABC 
and stations at 10 p. m. (EST) 
February 6. 


A program of music by Guy 


Lombardo's orchestra will be 
presented from New 'York, and 
Captain Molyneaux will be in- 
troduced 
by Edna Woolman 


Chase, editor Jn chief of Vogue 
His talk will be followed by^ a 
short address 
by. Michel " de 


Brunhoff, 
editor 
of- French 


Vogue. 
• 
• • • ' 


Short waves xwill bring the 


Paris part of -the program to 
Am'e'rica. 
. 


TREMORS IN ALBANIA 


Tirana, Albania, Feb. 2—(AP) 


Two more earthquakes were felt 
this morning in the Koritza dis- 
trict, and the remaining build- 
ings in the little town were dam- 
aged. 
.. . . . 
,.' 
• 


Incessant rain and snow have 


increased the sufferings and 
panic of .the 'stricken population 
who are lodged in tents and 
camping in the open spaces. 


.Among the. yaried uses to 


which airplanes are now put may 
be listed wolf hunting, sowing 
grass seed, and detecting city 
smoke violations. 
.• %' 


. of 


sheepskin, ;fdr,r.theirreal "chamois 
... 
. - . - - . ' • - . , • -.• , - - :• * ~ 
•« '• 
-> 


AGAIN 


KONJOLAWINS 


_ "1 suffered with •tetnach treu? 
' ble for ten yean", exclaims Mr. 
Jama W. Lawrence. Indiana* 
Dolis. Ind. "My liver wu slug- ' 
Kish and I had dizzy «i>ells.~ 1 ' 
was badiy constipated. Koruola 


- restored ray health after 1 •pent 
hundred* of,dollars on other 
.medicine*: KbnjolaU • .real ', 
'medicine and 1 recommend U". •'' 


WILLMOSTER 
NOBLE A. CRAW. 


MOSTER & 


RUSHVILLE, INDIANA , 


FUNERAL DIRECTORS 


PAY PHONE 2006 
NIGHT PHONE 2264 


Calls Answered Promptly Day and Night 


.Prompt Ambulance Service: 


HOTEL 


'^Newest and Most 
Modem Hotel in the 
City ~ Conveniently 
Locatedjust 2 Blocks 
from Monatnent Circle 


ALL ROOMS OUTSIDE 
AND EACH WITH BATH 


$050 AND UP 
\J DOUBLE 


ARTHUR ZINK 


Quick Loans 


to 
" 


$300 LOANS made 


in a di/ntticd. 
businesslike manner 


One friendly loan will pay all your bills — individual!! 


financed. With money: needs of individuals in every wall 
of life are here, financed in an individually business-lifc 
manner. 
j 


Your loan applications are given the same respectfii 


attention as we would expect ourselves according to thj 
golden rule. 


Many people use our friendly, courteous service at tbi 


time of year. 
' 
, 
j 


You will like this better way of obtaining money, too. | 
Our liberal plan enables you to pay us Tjack wee 


semi-monthly or monthly as your Income permits. 


BROADWAY LOAN CO. 


RUSHVILLE, INDIANA. 
PHONE 2573J 


Rush Co. National Bank Bldg; — 9-10 


Under Supervision of State Banking Dept. 


A Bank 


, 
that is big enough to serve 
any business - - yet not too 
big nor too busy - -, to, lake 
care of any individual or firm 
in a friendly and helpful 
way-- 


Four Banking Business is 


Most Cordially Invited" 


The American Naf I Bank 


Member of Federal Reserve System. 


LETiTHESE: COLUMNS 


' v - i - - " - - - 
* 
' 
' 


_ <„.,<' f." *... 3,' vr. 


TBESDAY, FEBRUARY 3, i93l 
NEWS PHONE .3333 


WANT ADS 


FOR SALE 


FOR SALE—Good 
battery, 


tires and tubes 29x4.40. Bar 
gain. Phone 2381. 
275t2 


FOR SALE—12 brood sows. 7 


Hampshires, 5 Durocs. All full 
blooded. Will farrow soon. 
Phone 37039. 
275t3 


FOR SALE—Three Fordson trac- 


tors, one Graham Sedan. All 
new. Bargain if sold immedi- 
ately. Phone 2166 after 6 p. m. 
Manley Pearce, Rushville. 


276t5 


FOR SAL&—S. C. R. Red cock- 


erels. Mrs. George Cameron. 
New Salem phone. 
276t2 


FOR SALE—Extra good team of 


torses. 
Weight about 
3200 


pounds. Newt Buchanan. Phone 
258, Milroy. 
276t3 


FOR SALE—To highest bidder, 1 


Dodge touring car No. 952181 
to cover storage and repair 
charges amounting to $24.00 at 
my garage. No. 309 E. Seventh 
Sb. February 18, 1931-. Milby 
Stone. 
Feb. 3-10 


FOR SALE—80 acres extra good, 


near Rushville, spring posses- 
sion. Also 18 room residence, 
•bath, Arcola heating plant, 
West First St. Rushville. Write 
Kissling Realty, Co., Indianap- 
olis. 
274t4 


SHOE REPAIRING—A specialty. 


First grade materials. NuWay 
Shoe Shop. 
252tf 


:LET US SELL—Tour farm or city 


property within 60 days. Kiss- 
ling Realty Co. 909 Roosevelt 
Bldg., Indianapolis. 
234tl5 


FOR RENT 


FOR RENT—2 garages at 425 N. 


Perkins St. 
276t6 


FOR RENT—5 room dwelling on 


Ninth St. City water. J. T. Ar- 
buckle. 
" 
• 


FOR RENT—Light housekeeping 


rooms. 601 W. Fifth St. * 268t7 


Jxnj-irunijvxnjv-truxv^^*"''""' " * •»• * t *i*i*^^^*- 
FOR RENT—March 1, 106 acre 


farm, 1 mile east of Rushville. 
Call at 511 North Perkins.275t2 


FOR RENT—Light housekeeping 


rooms. 601 W. 5th. 
275t6 


LOST 


LOST—New 5. gallon milk can 


No; FF51. Finder please return 
and get reward. Tom Miller. 


275t2 


Call 2115 


Main Cleaners 
JAMES MYERS, Mgr. 
Caterers-to Appearance 


WANTED 


WANTED—Place as housekeeper 


by widow- with two boys. Will- 
ing to work for board and 
room. Country preferred. Bqx 
50 % Republican. ' 
275t2 


WANTED—Woman tor house- 


work and to care for children. 
Write A. B. C. % Daily Repub- 
lican'. 
'• 276t2 


New York—Italian anti-fascist 


newspaper, Nuovo -Hondo, pub- 
lishes statement that Mussolini, 
ran down and killed child. 


PUBLIC ' 


S A L E 


COLUMN 


H Places and dates of sale* 
in this column are of those 
who have taken, advantage 
of tbe Republican's' new 
combination public auction 
rate. 'Ask about it. 


WEDNESDAY, FEBRUARY 4 
Nelle R. Brown, tidministratrix 


estate of Raymond I. Brown, de- 
ceasedi at farm of decedent 
three miles west of Rushville-and 
one mile south of Shelbyville 
pike. General farm sale. Starte 
at 10 a. m. 
\ 


MONDAY, FEBRUARY 9} 1931 
Auction sale of 20' acre faun 


buildings, 
implements, 
and 


household goods of-Edward Wat- 
son 2i miles southeast of Ar- 
lington and 2J miles northeast-of 
Homer. Sale starts at 12 o'clock 


USED PARTS 


Pontiaq 
Essex 


Chalmers 
Dodge 


Ford 
Buick 


Star 


tate Models 


0. F. Bjisird, Inc. 


The Madden Bros. 


Co., Machinists 


Repair Work Is Our 


SPECIALTY 


Yonr Old Machinery Re- 
paired and Made Goo* as 
New. 
W« 
Grind -and 


Sharpen 
Lawn 
Mowers, 


Mower Sickles, Plow Points, 
Cutter Knives, Etc- Boiler 
and' Engine Repairing a 
Specialty. 
Phone 2632 


517-519 W. Second Street 


ion Farmers! 


FOR SALE 


Fire Damaged Wheat—50c per hun. 


Corn — 35c per hundred. 


Oats 40c per hundred. 


Reed's Elevator 


IN STOCK 


In Magazine at all Times 


Leave orders at this store for Russell Coons: or 


anyone you wish to blow; your stumps. 


Gunn Haydon 


RUSHVILLE MARKETS 


Armour & Co. 


B. & O. Stock Yards , • 


Phone 3205 


We chaiievap- yardage on 


commission, 


HO.GS 


1)60-180 16s., $8.05. 
/ 


180-200; fl3S;, $7,95^ 
200r210^ Ibs,, $7.86; 
210-220 IBs, $7.75. 
220-230 fts., $7.65. " 
230-240-Ibs., $7.55. 
240-250 IBs., $7.35.@7'.55. 
250>-260 »s., $7.25.. 
260-270 IBs.,.$6.75@7.25. 
270-280 lbs.,,$6.75@7.25. . 
280-290 IBs., $6.50. 
290-300 IBs., $6,50; 
300-325 IBs., $6:25;; 
325-350 »s., $6.25. 
14Q-160 16s., $7.85ig)f8i05. 
120-140 IBs:, $7^7507,85. 
100-120,1^5:, $7.65@7.75. 
tight sows, $5.50@6.00. 
; 
Heavy sows, $5.25@>5.50. 
Stags, $5.25 @ 5.75. 
. 


Indpls. Livestock 


Indianapolis, Feb. 3; (A.m.)— 


(U. S. Dept of Agriculture)— 


Hogs 
6,500; 
holdovers 80; 


mpstty steady; 140-160 IBs., $8.00 
@8.10; 160-180 IBs., '$8-20; 180- 
200 IBs., $8.10; 200-220 IBs., $7.90 
@8.-00; 220-250 IBs.. $7.60@7.80; 
250-290 IBs., $7.20ig-7i50; 290-350 
IBs.,' $8.75@7.10; 275-500 IBs., 
$5.75® 6.50; 100-130 IBs., $7.75® 
8.00 


Cattle 1,500; calves 600; very 


du}i; bidding 50c-$1.00' lower on 
beef steers; 25-50c lower on she 
stock; vealers steady; slaughter 
classes: 
steers, 600-1100 IBs., 


$&50@11.75; medium $5.00@8.50; 
1100-1500 IBs., $8.25@11.50; me- 
dium $5.50@8.25; heifers. 550-850 
lt«, $7.5P@U).00; medium, $4.00® 
7.50;. rows, choice $4.75@6.00; 
medium S3.75@4x75; low cutter 
and cutter 
$2.50@3.75; bulls 


(yearUngs 
excluded)) . choice 


(beef) $4.25©5.25; cutter, com- 
mon and medium $3.00@4.25; 
vealers- (milk fedf choice $10.00 
@lt).50; 
medium 
$6.00@10.00: 


cull and common $4.00@6.00; 
calves^1. 250-500 IBs., $6;00@9.00; 
meduim. $3-.50@6.00- others un- 
changed: 


Sheep 1,300; strong; quotations 


unchanged. 


Indianapolis, Ind., Feb. 3— 


Trixie.. Friganza, noted singing 
comedienne, will appear in perr/ 
'son at the Indiana theatre here, 
for the week-which starts Satiirr 
day. Known as the grand duchS' 
ess of comedy, Miss Friganza has 
been featured on the musical 
comedy and vaudeville stages as 
well as on .the talking' picture 
screen. Her'offering at the Indi- 
ana theatre will be supported by 
Jack Oakie. in "The Gang Bust- 
er" and vaudeville' acts. '- 


Indianapolis Grain 


Indianapolis, Feb. 3 <A.P.)— 
WHEAT—Steady, 


No, 1 red 
71 @72 


No. 2 redi 
70 @71 


No. 2 hard 
69 @70 


WAGON WHEAT 


No. 1 red 
G3 


No. 1 hard 
67 


CORN—Strong. 


No. 3 white 
—.58 @59 


No. 3 yellow 
55y2@56y2 
No. 3 mixed 
53 @54M> 


OATS—Strong. 


No. 2- white 
29 @30 


No..3 white 
28 @29 


KAY—Steady, no change; 


No. 1 Timothy 
$15.00® 15.50 


No. 2 Timothy 
$14.00® 14;50 


Light Clover, extra..$15.50@ 16.00 


Chicago Grain 


Chicago, Feb. 3 (A.P.)— 


CORN 
High. Low. Close. 


Mar;, new.... 64%" 
63 
64 V2 


May, 
xnew.... 66% 
64% 
66'/2 
July, new.... 67V4 
65V8 
67 


Sept., new.... 66% 
64% 
66% 


WHEAT 
High. Low. Close. 


Mar., new.... 79% 
79J/2 
79 Vz 


May, new.... 82% 
82>/2 
82% 


July, new.- 68»/4 
66% 
68 


Sept., new.... 67. 
64% 
66% 


OATS 
•High. Low. 


331/4. 
3234 


33 yz 
33 


Mar., new.. 
May, 
new.'. 


Jujy, new- 


33y2 


321/4 
32% 


J8.UNS DOWN DEER 


Deland, 
Ela: 
(A.P.)—Ti-ack 


cpaches might look into this. Bil- 
ly Mickle, local- high school boy, 
went hunting and shot a deer, 
five times- in -all, but the deer 
kept going* Billy gave cha'se, 
caught tiie fleet animal and the 
Micklejfrhad venison for several 
days.'; 


Spends .$150 tjp Kill Coyote 
MpClelland, la. (AJ»)—Floyd 


Leslie, McClelland druggist, spent 
$160 to collect a" $10 bounty on a 
coyote pelt. "He chased; it in',his 
motor car, finally landing in a 
ditch on top o'f the animal; car 
repair bill $140, medical^attention 
$10.., 
' 
• ( - ; - ' • : ' • , 


Raymond's Chap 


chapped- 


hands and face. Keep a 
bottle handy at all times. 


Only, 25c per BptUe 
Hargrove & 


wn 
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DUCHESS OF COMEDY t 


3rd 


POSEY INSTITUTE 


FROM PAGE ONE 


disc, $2; 2nd—Cash, $1.50; 
—O, H. Wooward, cash,-$l. 


Corn -Bread' 


1st—Cash, $2; 2nd—Arlington 


Carming Co., 12 cans corn or to- 
matoes; 3rd—J. H. Beeves,'""10 
pounds sugar, 60c. 


Butter 


1st—Dr. A. G. Shauck, cash, $5; 


(to receive butter.)-. 
2nd—Ar- 


lington Canning Co.,, case of. to- 
matoes or com; 3rd—C. Earl 
Dowhey; cash, $1. 


Pie (Two Crusted) 


1st—*Jake Reeves, cash, $1; 2nd 


—Cash, 75c; .3rd—Cash, 50c. 


White Eggs (1 Dozen) 


First—Cash, $1.50; 2nd—Cash, 


75c; 
3rd—Cash, 50c. 


Brown Eggs (1 Dozen) 
ist_cash, $1.50; 2nd—Cash, 


75c; 3rd—Cash,. 5<><r. 


Quilts 


1st—Cash,_ $2.00; 2nd—Cash, 


$1.50; 3rd—Cash, $1. ' 
, ' 


Ladies' Embroidery 


1st — Cash, 
$2; 
2nd—Cash, 


$1.50; 3rd—Cash, $1. 


H. S. Girls'Embroidery 


1st—Cash, $2:00; 
2nd—Cash, 


$1:50; 3rd--Cash, 75c. 


Grade Girls' Embroidery 


1st—Cash, $2.00: 2nd—Cash, 


$1,50; 3rd—Cash, 75c. 


CHAPTER XVm 


Eddy laughed a little. "Gin- 


ger's got a swell digestion, all 
right," he said as they returned 
to the" table, "but if she can as- 
similate the mouthful she bit off 
this time she's even, better than 
I think she is!" 
Ginger heard the last remark. 


'No woman's better than, any- 
body thinks she is and most of us 
aren't so good," she said smartly. 
-It's dumb , to'be as good as 
that." 
Ginger and,Bard had driven 


out to Mill Rush early that morn- 
ing, arriving some 30 minutes 
after Iry Ford delivered the for- 
eign invasion, and Ginger found 
herself face to face with her first 
domestic insurrection. Jenky said 
it was too much. She was'sorry, 
she admitted that she still loved 
Ginger, and liked Mill Rush first 
rate. But if anybody^ thought for 
one minute that she was going to 
spend the., summer out there 
waiting on a lot/of 
foreigners 


they "had another think com- 
ing." She wouldn't live with 
them, herself. and she was not 
willing to subject, the- mildrman- 
nered Benny to their influence. 


Ginger, a wise girl, for her 


years, took Jenky firmly by the 
hand and led. her quietly away 
to a cool spot in the woods, where 
they sat. down on a fallen \o/g to 
talk things over. 


WALKER INSTITUTE 


PACE 
Gardner. 


BAKING (OPEN CLASS.) 


Angel Food Cake—1st. ' Floy 


Gahimer; 2nd. Ethef Perkins; 
3rd. Lena Miller. 


Devil's Food Cake—lst< Ruth 


Wagoner; 2nd. Hallie Webster; 
3rd: Floy Gahimer. 
. 


Marble Cake—1st. HaUie,Web- 


ster; 2nd. Margaret Miller; 3rd. 
Bertha Callahan. 


Sugar ^ Cookies—1st. Bertha 


Callahan; 2nd. Beulah Alexan- 
der; 3rd. Mary Edmondson. 


Ginger Cookies—1st. Bertha 


Callahan; 2nd. Anice Abernathy; 
3rd. Stella. Brown.;* 


Fruit and' .Nut Cookies—1st. 


Golda Smith; 2nd'. Anetta Wiiss- 
irig; 3rd. Mary Gardner. 


Yeast Loaf'—1st. iHallie Web- 


ster; 2nd. .Bertha .Callahan; 3rd.. 
Golda Smith. 
Salt Rising Loaf—1st. Hallie 


Webster; 2nd'. Sallie- Carr; 3rd. 
Mary Edmondson. 


Corn Bread—1st. Sally Carr; 


2nd. Mary Edmondson-. ' 


BUTTER 


1st. Evelle Wissing; 2nd. Dolet- 


ta Callahan; 3rd. Hallie Webster; 
4th.. Mary Gardner. 


SEWING. 
i 


Quilt 
(Best 
Pieced Cotton 


quilt)—1st. Hallie Webster; • 2nd; 
Annetta Wissing; 3rd. Stella 
Brown; 4441. Glendolia Burd 


Coveilet (Best old fashioned 


coverlet)—4st. Mandy Brown;. 
2ndi Evelle-Wissing; 3rd. Margar- 
et. Miller. 


Pillow Cases (Best Pair)—1st. 


Florence Johnson; 2nd. Mary 
Gardner; 3rd. Fannie PercelL 


4 H CLUB' GIRLS' EXHIBIT 


BAKING 


Mjiffins—1st. Lowene Callahan; 


2nd. Thelma Gardner., 3rd Do- 
letta Callahan. 
' 


CANNING 


Peaches—1st. .Berhetta Cat- 


mony, 2nd Katheryn Percell. 
' Plums—1st Katheryn Percell, 
2nd Lorene Krammes. , 


Pears—1st tqrene Krammes, 


2nd. Kathenne Percell 


Cherries—1st j^Lorene Kram- 


mes. 
Vegetables —. 1st. - Katherine 


PerceU, 2nd. Maxine Gardner. 


SEWING 


Best Fancy Towel—1st Qene 


Perpell, 2ndi Jdenita Burd, ,3rd 
Doletta Callahan, 


Kitchen Apron-^lsb. 'Lorene 


Krammes; 2n& Gene> Percell, 
3rd. Lowene Gallahan. 


St 
Paul, Minn.—King- '"'ffut 


Icnockoufr outrPeteolte: IH 
first 
1 
i 
J-&— 
J *1 
"* 
1* 
-v 
i- 
round. i 


"Jenky,. my "dearest, if not my 


.only,friend," Ginger began, and 
there .were tears inv the blue eyes, 
'•I know just how. youi feel andj I 
don't •blame you a bit. I don't 
expect you^ to live with those, 
met, and I'wouldn't let. you if 
you: wanted 
to; 
• '- - 


"We didn't ask them out here, 


and we don't, intend to keep 
them. But. as long, as they, have 
come and i have, to pay. their way j 
back, we want to. use them ,to- 
nighfrT-just to put thhigs over 
with a. sort'of a bang. Tomorrow 
they shall go right straight back1 
where they- belongs You wouldn't 
leave me in such a jam. on- such 
an important occasion^, would 
you darling?" 


Jenky was; always, willing to 


compromise. She said; she, would 
stand anything for Ginger's sake 
for- one night only,, and. when 
Ginger dashed, off with Bard to 
do the last cf her belated, er- 
irands she felt pretty easy. in. her 
own mind. 


When they returned to Mill 


Rush, at four oJclock for a. last in- 
spection of things in general, it 
was to find that an amazing rev- 
olution had taken place. 


Jenky was lying in a hammock 


on the shady side, of- the side, 
porch, with, Benito handing her 
a cup.of tea Pietro had brewed 


expressly for her. He greeted 
QinSBE .with a\ broad' smile. 


."Ifowypuj-le.tl hen rest;" he 


warned 'her. ""Don't go talking 
and get her all-tired out." 


He djrew? ther light? scarf closer 


about; Jenky?s.thin. shoulders. 
.' "Don't you go catching- cold 
now," 
he, said, solicitously 
and 


went away.';~ 


Ginger, safe down on the 
top 
step and; sirred and. stared. 


"Ginger," 
'Jenky 
confessed 


humbly, her .face suffused with 
blushes, "you can't really say 
they're heathens. A. kinder and 
more considerate, set of men I 
never saw in &L my life. And if 
that Mr; Beniti) was anything 


foreigner, I swear he'd be 


a. perfect, gentleman; He wants 
x> buy-.a-farm out here and he's 
nvited" Ben and; me to" spend all 
our. summers; with him and put 
up.all-the garden truck and fruit 
we want. For nothing. 


"He says Ben is one of 
the 


most engaging characters he ever 
met in his life. They've figured 
out two'more good, garden plots 
and are- going to., spade them up- 
the first thing Monday. They've 
made out a list of seeds for you 
to bring. He-'S'Very fond of birds, 
says a, lot of birds around bring a- 
house good .luck, and he's going 
to build biro-nouses in the woods 
for them to, make their nests: 
He's going to catch fresh fish 
fQC me every: day if I want, it. 


Ginger, you just wouldn't be- 


lieve that foreigners like that 
could think of so many nice 
things to do.'*- 


But—they're going back to 


Chicago 
tomorrow." 
v 


"Welli I don't think- they are," 


MOM*N POP 
By Cowan 


GW. IT'S 


JUST EIGHT1. 


BC.T- 


T-V-i/XT'S 
CH\CV< \\ 


SH-SH 
1 HAVE 


SOME.TWING 


IMPORT- 


TO TAUK 


it>j HIS \_OVE. 


V= OOVAJM- 


STWRS. NOT 


upuo- 


L WE'V-L. HEA.W 
us\ 
UP TO HEL.P 


O\AJN- 


WE-'RE. 


1931 8Y NEA SERVICE. 


FRECKLES AND HIS FRIENDS 
By Blosser 


TL GOT OP BEFORE 
OAYI_lsi4T THIS 


SO. TO 


gB S O e T& 
To 


TIME TO 


(4UI2.R.V UP; So 


CAM- GO- OUT 


AM' HITCH 


said Jenky faintly. "They want 
to stay around a, week orjtwo to t, 
.find the-time.to picfc up a, good 
farm cheap. He's got money,in. 
the bank,. Mr. Benito, and; he's 
'dead set on being a, farmer. I 
haven't had such a good" time in 
years. One of them is bringing 
me tea., or something ,every ,10 
minutes, and passing me shawls 
and what-not. 
-They won't-let me turn, my 


hand over to do any, work, and 
they wait on Benny as if he were 
a prince. Benny says he'hasn't 
had so much fun since the oth- 
er blinds went back to the 
Home." 
And now about their influence 


• 
. 


'Ginger, those- men are so po- 


lite and so obliging they couldn't 
lave a bad influence over- a fly. 
Do you remember those li bot- 
tles of home-canned grape juice 
that Eddy's mother- sent us? 
Weil, Mr. Pietro took it and put ' 
it all in a barrel with a little 
sugar and a, cake of "yeast, and 
tie's going to make me some of 
his regular native grape juice. 
Mr;. Benito says it is very good 
for the digestion, and he thinks 
I'll like it." 
That settled; it, of course. Gin- 


ger knew it M a. minute. Plainly 
the foreign element was, in the 
ascendency. 


WitivJoiede Vivre and the 


Junior Country Club off simul- 
taneously-; to so auspicious an 
opening Ginger was pretty- well 
satisfied. On Monday -morning, 
Ben and Jenky Brooks w.ere 
obliged, to return to town, as 
school was still in session, and 
to Ginger's surprised 
delight 


was entirely satisfied to leave the 
management of Mill Rush to the 
three Italians, who were careful 
to consult her upon all moot sub- 
jects and who catered to 'her 
opinions with a deference that 
was most flattering. 


They selected their attic rooms 


with noisy enthusiasm, and be- 
gan to decorate them each ac- 
cording to his fancy before they 
had been on the premises 20 
minutes. 


Angelo chose the room on the 


southwest 
corner because it 


commanded a view of the drive- 
way and he liked to see people 
coming, in and going- out. He put 
a crucifix over his small table 
and a framed photograph of his 
mother—taken at White City- 
above his bed, And he wrote to 
her that same afternoon asking 
her to send him large colored 
pictures, which upon their re- 
ceipt proved to be of. Scriptural 
subjects exclusively, brilliant li- 
thographs of angds in action, 
souls in torment and' one of God 
Himself about His business. 


Little Angelo received 
them 


with delight, covered his walls 
and asked for more. 


Pietro chose the room on the 


northeast hoping it would be. 
quiet, located as it was farthest 
from the drive, from the tennis 
courts, swings and ballroom. 
His decorations wer:e simple, as 


became one of. his simple tastes. 
A large bottle and a glass seemed 
sufficient for him in the way of 
toilet accessories, and his/ only ' 
interest in art was a partiality 
for motion-picture stars, whose ^ 
photographs he clipped from, the 
rotogravure section, of- Sunday 
papers and pasted on the walls. 


Benito selected, the room on 


the southeast corner because it 
was closest to the. deep woods, 
arid from his, windows he could 
hear the singing of. birds and. the 
fluttering of wings. He, rariged 
the wood, by the. hour, returning 
with small wild flowers which, he 
had carefully taken up by the 
roots and. transplanted' to, small 
jars for his table and window. 


He made a. swinging, basket and 


filled it with slips.from the^ltow- 
er boxes on the porch to hang in 
his window, and never, the day 
passed that he did not carry up 
with _him a curiously marked 
stone, a- shell, an odds stick, or a 
cluster of bright leaves. 


•I like outdoor things," he said 


simply. -They seem so real;" 


Ginger reminded thein again; 
that it was out of the question 
for her to pay them a salasy, but 
that as long as., they- cared! to re- 
main for their bare living ex- 
penses and a dollar OE two a w,eek; 
for spending money, they ^fre 
:more than welcome,' and withi: 
this they declared themselves^ 
entirely satisfied 
~* 


(TO BE CON.TJiN.WS!>) 


jMJ, SHE GOT U>TS 


OP TIMS' I S'PO$£ 
MJELL HAVE To MJAlT 
R>R TVIS REST OF 
THE; KIDS; 


DR. J. B. KINSINGER 


Osteopathy 
, 


e Abcun Method at 


Diagnosis, and; Xnesttauq** 


Kramer Bldg. 
RnshyBle, fa*. 


VSifcK.-I-WE.V5R, 


SUCH, out?; 


Phone 387* KnshviUe, fnfe 


"*• 
*•" 
J 
Sherman E. " 


Wrigfct 


355. East TfSQJte ' 


Ambulance 
. 
*-* 


lit 
'£•* 


Af-ESDC 
%ffiM^-**z 
<&w*g+ 


•i'^^K^^^}^^^. 


-.JVJS?8*, 


COOKING VEGETABLES 


-^ ** Never add soda to the water in 


"which spinach, peas and other 
green vegetables are cooked in 
order to keep them from losing 
their fresh green color. Some 
cooks add a pinch of granulated 
sugar which does not impair the 
vegetables: Soda, you" know, im- 
pairs the vitiunine content of 
vegetables, but the sugar has no 
such 
effect, /only don't use 


enough to give a sweet flavor to 
the finished product. 


When you are mashing pota- 


toes add hot, not cold milk. If 
you add cold milk the potatoej 
will have to be reheated. Besides 
the cold milk tends to make the 
potatoes heavy when it is added 


When serving plain boiled po- 


tatoes, drain off the water and 
put the potatoes back in the pan 
four or five minutes before serv- 
ing. Cover the pan and put it on 
the oven or on a warm place on 
the stove. This will make the po- 
tatoes nice and mealy. 


If you are cooking rice in a 


Double boiler, drain off all the 
water from the rice five minutes 
before serving. Save this water 
for soup or to use to make white 
sauce for vegetables. Put the 
drained rice back in the top of 
the double boiler, and jmt back 
'covered over the boiling water in 
the bottom of the. boiler. 


Never let vegetables cook after 


they are tender. To let them 
cook longer will make them 
soggy and will rob them of their 
flavor. 


* * * * 


Thursday Meeting 


A. W. T. club will meet at the 


home of Mrs. Grover Wagoner, 
128 East Fourth street, Thursday 
afternoon, and all Royal Neigh- 


. toors are invited. 


Baptist Society. 
. 
; 


The Ladies- Aid society of the 


First Baptist church will hold an, 
all day meeting at tlie church. 
Thursday. 


. 
Sexton 


A"dance .will be given at the 


hall in Sexton, Wednesday eve- 
ning and the public is cordially 
invited to attend. 
/ 


* • * * 


Auxiliary Meeting- 


The regular meeting of the Le- 


gion- ^uxilihry. will be held this 
evening at 7:30 o'clock in the 
American Legion rooms. 


« 
4» * * 


Meeting Tonight 


Guest night will be observed 


by the members of the Garden 
club at 'their,, meeting -in the as- 
sembly room of the court house 
this evening at 7:30 o'clock, 
at which Mr. Gaar of Cambridge 
Ctiy will talk. Each member may 


plaint on check, demand '$27 
against Floyd G. Wilkes. 


The C. E. Wlieelock compan 


has filed- a? complaint on trad 
acceptance'.*or $75:"against Will 
lam. G. Mutno:-; V .' 
' 


Total Judgment of $79.70 was 


given 'William A. Yarltngv:execu 
tor of the .estate .of Daniel v-Ga 
himer, hi his-suit on accoun 
against George Gahimer.-( 


LEGISLATWNOTES 


Thursday Meeting 


The Woman's Foreign Mis- 


sionary society of the St. Paul's 
M. E. church will meet at 
home of Mrs. Etta Sellars 


the 
and 


Mrs. George Wiltse in West Fifth 
street, Thursday afternoon at 
2:15 o'clock. 
""' « • ' • • 
Wednesday Meeting 


' Mrs. Gunn Haydon will be 
hostess to'the members of the 
Band of Workers of the First 
Presbyterian church, Wednesday 
afternoon at 2:15 o'clock at her 
home in. North Main street. Mrs. 
John Boyd will be assisting host- 
esses. 


• 
* 
» » 


Bridge Party 


Mrs. Will Dill and Mrs. Sarah 


Ouffin were charming hostesses 
Saturday afternoon when they 
entertained at then- home in 
North Morgan street with »a 
bridge party honoring Mrs. Zeig- 
ler of Oklahoma. Six tables of 
jbridge were in session during the 
afternoon at the close of which 
the hostesses served dainty re- 
freshments. 


Sunday Guests 


Mr. and Mrs. James Honey en- 


tertained a number of guests at 
their home near Milroy, Sunday. 
At twelve o'clock a delicious din- 
ner was served after which the 
time was enjoyed socially. Those 
present were: Mr. and Mrs. 
Charles Scull, Will Major and 
daughter, Mr. and Mrs. Carl Enos 
and daughter, Mr. and Mrs. Earl 
Hungerford, all of the Milroy vi- 
cinity and Miss Grace Major of 
Indianapolis. 


• * « * 


Honors Birthday 


Mrs. James Dill entertained at 


her home north of this city with 
a dinner party Sunday honoring 
the birthday anniversary of her 
Jiusband. At the noon hour a de- 
licious three course dinner was 
served to eight guests. 


Monday evening Mrs: Dill en- 


-tertained with a pitch in supper. 
Covers were laid for eleven 
guests at the supper. The dining 
"room table, where the guests 
•were seated, contained a large 
birthday cake as a center piece. 
Following the supper cards were 
in session during the remainder 
of the evening. 


» « • « 


N 
Birthday Surprise 


iA number of relatives gath-i 


bring either 
guests. 


one or several 


<eced at the home of Mr. and Mrs. 
.Harpie Shonk, west of this city, 
JSunday, honoring the birthdayj 
iannlversary of the former. At 
noon a bountiful dinner was 


• served and the afternoon 
was 


!--enjoyed socially and with games. 


Guests included: Mr. and Mrs 


i Dormer, Mr. and Mrs. Lester 


and children. Mrs. Lula 


V Mr. and Mrs. John'Buffo, 
i Mable Chloe, Lena Shonk 
"Viola Buffo, ftussel 
and 


Ifihonk, all of Indianapolis; 
nd Mrs. Carl Grinstead and 
of~flblfe«x; Mr. and: "Mrs. 


Shepherd and children 
| JMHroy and Mr. and Mrs. Os- 


jEassmore, west of this city. 


' 
Milroy Club 


Mrs. Claude Cranerwas hostess 


to the members of her Bridge 
club Tuesday at her home in 
Milroy. At one o'clock a prettily 
appointed luncheon was served 
after which bridg«~was enjoyed 
during the afternoon. 


* 
* * . » 


Pitch In Bridge 


Miss Elgie Thomas was a 


charming hostess Monday night 
when she entertained with a 
pitch in bridge party at her 
home in North Morgan street. 
Following the pitch in supper 
which was served at six-thirty 
o'clock three tables of bridge 
were in session during the even- 
ing. 


» * * * 


Wednesday Meeting 


The Business and Professional 


Women's club will meet at the 
home of Mrs. Charles Schrichte, 


First street, Wednesday 


evening'at seven o'clock. Mem- 
bers will please note the change 


time.. The president" also asks 


that every member make an es- 
pecial effort to attend this meet- 
ng as there is important busi- 
ness to be transacted. 
* 
» » » 


Dolan-NolK 


Mr. and Mrs. Charles Dolan of 


Fairview, announce the marriage, 
of their daughter, Mildred to 
Francis Noll, son of Mr. and Mrs. 
Jharles Noll of Virginia avenue, 
Connersville, Ind. 


The ceremony was solemnized 


inr'the parsonage of the First 
Baptist church hi Connersville at 


o'clock Saturday afternoon-by 


the Rev. William Melton. • Mrs. 
Noll was. graduated from Fair- 
lew high school in 1930. They 
will reside in Connersville. 


* * * * 


Monthly Meeting 


The members of the S. C. club 


held their monthly meeting at 
the home of Mr. and Mrs. Paul 
Morris near New Salem, Sunday. 
At noon a bountiful pitch in 
dinner was served after which 
the time was enjoyed socially. 


Those present were: Mr. and 


Mrs. 
Pajil 
Daubenspeck 
and 


amily, Mr. and Mrs. Earl Heeb 
and daughter, Mr. and Mrs. 
Elaine Reeve and family? Mr. and 
Mrs. Lowell Norris and 
family, 


Mr. and Mrs. Johnnie Murphy 
and family, Mr. and Mrs. Elsa 
Hilligoss and family, Mr. and 
Mrs. Joe Deerin and Louise and 
Lucille Logan. 


* 
# 
9 
*• 


Tri Kappa Sorority 


Members of the Tri Kappa 


sorority held a dinner-bridge at 
the home of Mrs. George Greisser 
in North Main street Monday 
evening. 


Assisting hostesses were Mrs. 


Loren Martin, Mrs. Will Norris, 
Mrs. 
William Frazee, Jr., Misses 


Ruth Patterson, Frances Rich- 
ardson, Florine Walton, Thelma 
Northam, and Ruth Rehme, and 
Mrs. Horace Pearsey, Mrs. Ken- 
nard Allen and Mrs. Roy E. Har- 
rold. 


At seven o'clock a delicious two 


course dinner was served and 
was followed by a card session 
with eight tables of bridge being 
hi play. Another feature of .the 
evening was a kitchen showier 
given for Mrs. Mariam Winship 
Kendall of Milroy. 
Plans were completed during 


the evening for the Tri Kappa 
charity bridge party to be held 
February 11. The afternoon ses- 
sions will be held at the home of 
Mrs. George Greisser and Mrs. 
Clayton Martz and the night ses- 
sions at the home, of Mrs. Farrell 
Kimberling and 
Mrs. William 


Frazee, Jr. 
-4 
Guests included-two members 


of the Knightstown chapter of 
Tri Kappa, Mrs. Richard Miller 
and Mrs. Kenneth Wilson. ' 


JURY IMPOSES 


',' $100 FINE IN 


TRIAL MONDAY 


for $85 


FROM PAGE ONE 
damages against Will 


TTennepohl. 


The Capitol Lumber company 


has filed a complaint pn_ account 
and t6 foreclose mechaiucVTienT 
demand $400, against~Idda Far- 
low. 


Otto F. Busard lias filed a corn- 


\Lieutenant Governor Edgar 


Bush, presiding officer of 
th 


state senate, became exasperate* 
the other day at the quibblin 
of the legislators. 
"Let's <mit playing politics an 


get down to business arid ge 
some tax relief, for the eyes o 
the people are upon us."_ . 


When forty-one bills\were hi 


traduced' in the 
House 
las 


Thursday, something of a recor 
was established. 


Not within the memory of th 


present had sue1 
fallen into th 


laps, of the various committee 
men.The leaders believed they ha 
stemmed the flood of bills in th 
lower' chamber, but 
the 
me 


broke through the lines, at leas 
the one time. 


The senate, too, has been get 


ting a pile of proposed legisla 
tion the last few days. Under th 
urging of Lieutenant-Governp 
Bush and others, however, the 
committees have kept pretty wel 
up with their work. 


James M. Knapp, Republicai 


floor leader hi the House, saved 
a -Democratic measure for thr 
majority the other day. It was 
the Democratic platform incom 
tax bill. 


Knanp came to the 
front 


when the ways and means comr 
mittee submitted a report recom- 
mending killing of the bill, with 
the statement that such action 
could preclude further consider- 
ation of an income tax measure 
this session. It then was recom- 
mitted to the committee. 


We are all interested in an 


income 
tax," 
Representative 


Cnapp said. 


Older classes in, the elementary 


schools all over the state have 
jeen daily visitors hi both senate 
and house and house chambers 
They always are introduced to 
the legislators by their own sen- 
ator or representative. 


Co-authorship of bills is a 


poDular'thing this season. 


With the Senate controlled by 


the Republicans and the"'Demo- 
crats hi charge of the House 
wise law makers have taken 
care to. whenever possible, to 
have attached as co-introducer 
to a bill the name of a man who 
is of the opposite political faith 


It has proved to be a successful 


policy so far." 
' 


Introduction of bills in 
the 


senate has been f airly well divid- 
ed, with Senators Lee Hartzel, 
Republican, Fort 
Wayne, and 


William V. Doegs, 
Democrat 


Cannelton, leading the field in 
the number bearing their names 
when the *lastrcount was made. 


A lot of quibbling has occurred 


over interpretation of the senate 
rales. Lieutenant-Governor Bush 
issued more or less of ah vlti- 
matum the other day not only 
with rerard to the rules but with 
regard to the-deportment of sen- 
ators and visitors alike hi the 
chamber. 


From now on; he said, absolute 


quiet was to prevail and he in- 
tended to rule the senate with an 
iron hand. 
/ 


Among the guests hi-the House 


of( Representatives during 
the 


week were v Mrs. John W. Kern, 
widow of the late Democratic 
United States Senator'from In- 
diana, and 
Ray Morgan of 


Knightstown, speaker of the 
House in 1923. Both were' pre- 
sented to the house by Speaker 
Walter Myepsr 


The roll call is led hi both 


houses by an Adams. The Sena- 
tor heading the list in the upper 
chamber is Ralph Adams of 
Shelbyville, and the representa- 
tive at the top of the list, is Thad 
S. Adams of Danville, both Re- 
publicans. 
' 
:.'• -'"•' 


The distinction of .haying the 


longest name-in the entire 
era! Assembly goes tpv ^ Cecil 
Bachterfldrcfier, Republiismr of 
Winamac. He has-ho close conr-' 
petition. 
',.-••.•5--- o>; '.• .- '•"-'• 
' 


A tribute- to the late Represen- 


tative George L. ,Saunders of 
Bluffton, who died on the -eve 
of the legislature, is carried hi 
the final report of : the Indiana 
State Tax Survey- rr commissionl 


submitted"its final report 


to the assembly 


Representative Saunders was 


a member of Jhe_comnussion. at£ 
tending nearly every session, ana* 
the' commission makes .recogni- 
tion of his work in a forewords to 
the report.v - 


* , 
, - • ' . - > J 
>S ' 


C A«sTx3.SM ' O' 
AM ^,: iuwCr-S-Hb Ho 
AM' K»eftF? 


, , JEST -'T' 


AM' EvjeR'SoDV .ELSE, 


XM PAST 
' 


PR\D"E AMO COMFORT. 


ATTORNEY BEGINS 


PRACTICE HERE 


William Marshall of Arlington, 
young attorney, announced 


Tuesday that he has started law 
practice in Rushville and has 
opened an office in the law 
rooms of Judge^Will Henley. 


Mr. ^Marshall, who has been 


admitted to: the Marion county 
bar, was graduated from the In- 
diana Law School of Indianapr 
olis la^t June. He is also a grad* 
uate of the' Arlington high 
school.^ 


Marshall was ordered admit- 


,ed to the Rush county bar by 
he court Tuesday morning. 


FREE FAIR TO 


BE GIVEN HERE ' 


AUGUST 10-14 


FROM PAGE ONE 
~ . 
?' ;'' 


Sees, Clarence Dyer; Fruits, .Oca 
Stevens; Poultry, Ernest Privett;- 
Vegetables, Harvey, Arnold. 


Grain and Seeds, John Hufr- 
erd; Sheep, Clyde White; Hogs, 
Sarl'Harton;. Dairy Cattle, Harry 
?allahan; -Horses, John Knecht; 
-H club, HughVMauzy; Tents, 


Will Redmain;-. and Old Fiddlers, 
Roscoe LinviUe. 
' 


RED CROSS HAS 


GOOD GAIN FOR 


- DROUGHT RELIEF 


FROM PAGE ONE 
' 


Mr; and Mrs.. Fred AT 


Caldwell * 
1 


Mr. and Mrs. Robert A. 


Innis 
• 
! 
-~ 
L 


Vtr. and Mrs. Urso Mc- 


Corkle 
: 
__ 
harles J. Brooks 
'.=- 


\. F. Caldwell 
___ 


Herbert Flint 
ohn A. Titsworth 
31eh Miller 
: 


Charles Brown 
: 
. 


ess Grigsby 
,' 


lerbert Walker __! 
~ 


toward Carmichael 
•—', 


iert Conde' 
! 


:en Sparks 
, 


terman Jones 


Griff Treadway : 


erschell Schmall __^_: 


Charley Wamsley ___ 
7aud Carr 
_ 


ames Moore 
, 
: 


hester Dearinger __• 
, 


ohn Mills 
i____ 


.ussell Dearinger 


Wilbur .Mahan —- 


^illiam Barlow 
; 


ohn Finley. JJ 
.__-_^__ 


om' Geraghty' L---^: 
; 
on Kennedy _^_ 
ohn Worttungton 
Herschell Pet_rs ___;._____ 


W.. Cross -J__--_--—. 


lary E. Nixon-lei-' --• 
Friend _L^A-_;.___^_ '-> 
•live M Grimslejr iji—•.-''-. 
ames W- -Aikin ci_.^-lil: 
!mma S. Liddle ..______;.; 
Irs? Jesse-IiCfforgV .i.'_lll-IJ'~ 


~>r. and Mrs. Charles ,-'...'^J- 


liOO 


25.00 


Smyrna', 
Turkey— Mustapha 


Kemal is for women soldiers. He 
said at a girls normal school: "In 
ancient times women' fought 


shoulder to -shoulder with. men. 
'*. 


Modem society presents no fun- 
damental obstacle to women be- 
coniing soldiers." 


.:••'-• 
• " . ' ' . • 
• • • • 
- 
' .-' 
. . - . ' - 
t'- ••••'.--',!.:- 
-•' • 
X- The ounce ot prevention that's -worth; avpound of cure 
to the operation of .your car isylrfi^eht Inspection and 
.advice by expert mechanics. 
#" ::' 
rv 
- 


-: -You may thinfc you* motor is alright but sbm* of the 


"most serious troubles are hard to detect.^ Frequent ^Inspec- 
tion and tuning nji by us will add life- td-'your car and 
.pleasure to your use of it. Drive in Now! 
, 
••-..: 


"-• 
AUTOMOTIVE SERVIE 
r 


RADfO PARTS ANDJSERVICE — FADA RADIOS 


Perfect Circle Piston Rings. 
. 
Gould Batteries. 


PHONE 2364. 
306 NORTH MAM STREET. 


Rush Cotinty produces the BEST 
HOGS 


intheJVorld 


We make them into the BEST Pork 


- 
* 
- 
* 
' 
. 
" 


in the World/ 


For Fresh Hams, shoulders or side that you can 


r 
cure successfully see us. 


. 
' 
s 
• 
' 


McMillin Packing Co. 


Phones: 37026—37023 
: 
/ / 
; . 


YES! We do custom butchering and curing. 


Sugar Cured Hams 'are here now. 


LET THESE COLUMNS BE YOUR GUIDE 


•Born Ito Mr. .and: Mfs/CharJesj 
dward'TpwniB,xa^giriHweighing 
pounds atj.heir home, in North; 
aclsori1 street at~h6on*n""""il-"^t" 
TSe 


WANT ADS BRING RESULTS 


« ' 
- 


-afMAUZY'S 


^Thursday - Friday - Saturday 


During Mr. Hugh Mauzy's absence in the interests of buying ready-to- 
wear for SPRING, we have reduced our prices far below cost to SELL 
every diress before, his return. You will find .them sorted on racks — all 
priced in plain figures —, so shop early Thursday morning. 
Materials alone are worth many times the.price asked for the 
dresses. 
, 


Up to $25=§i Dresses 


• 
' . 
* 


In These Groups ^ 


*1.95 
Materials 


FLAT CREPES 
SATIN CREPES 
CANTONS 
VELVETS 
GEORGETTES 
»4.95 


EVERY DRESS MUST BE SOLD 


ALL COATS — ONE-HALF PRICE 


381 


Pairs of Slippers 


In a Great 


3-Day Sale 
i 
Values Up To 


Patents 
•>' 


Brown Calf 


Satins., 


Low 


- "Heels- 


Sale Begins Thursday Morning 


^-J^fe * > R^ *U? 
vj 


Bargain Tables 


on our 


Second Floor 


Some Articles ' 


Slightly SpUed 


10 
¥. '• 
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